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Kearny (N. J.) High School uses this scientifically designed copper 


flashing to obtain protection against wet walls and heaving by frost. 


INSIDE CORNER FLASHING 
7, Dam side 


In additionto prov iding drainage in any 
desired direction, by means of anintegral 


dam, Anaconda Through- Wall Flashing 


with edges bent, merely by nesting 
one or two corrugations. Such joints 


are water-tight because of raised 


otters these three distinct features corrugations 


1. 7/32” high zig-zag corrugations Made of 16-ounce Anaconda Copper 
provide positive bond with the mortar for standard 8’’ and 12” walls, these 


OUTSIDE CORNER FLASHING in all lateral directions 


Dam side ' 
2. Flat selvage permits neat, sharp 


Hashings are stocked by leading sheet 
metal supply houses in 5’and 8’ lengths. 


bends tor counter-flashing or locking Also available in special widths with 


to adjacent sheet metal without dis various selvages for walls of greater 


torting the Hashing or interfering thickness. | nique one piece corner flash- 


Standard outside corner flashing 


with tree drainage. ings provide effective and easy assem- 


unit. Dam on outside, drains in 


3. It is easily locked endwise, even bling for standard sized walls. 4033 
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THE AMERICAN BRASS COMPANY, General Offices: WATERBURY, CONNECTICUT 


Subsidiary of Anaconda Copper Mining Compan) 


In Canada: Anaconda American Brass Ltd., New Toronto, Ontario « 
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' BEHIND THE 
RECORD 


Time: 1940. PLace: USA. The books 


have been closed on what future his- 





torians may very well call the most 
critical decade in the history of archi- 
tecture. Here at the RECORD we look 
forward to the new decade. Maybe it’s 
wishful thinking, but we believe we see 
order ahead. The impact of modern 
technology on building is not the dis 
turbing force it used to be. For ex- 
ample, that recent editorial in The Neu 
York Times suggesting changes in hos- 
pital design to cope with the roar of 
aeroplanes overhead doesn’t pose the 
problem it would have once. The con- 
trol of sound is all part of a day's work 
for the contemporary designer. Nor 
should more new developments in steel. 
concrete, lighting, glass, air condition- 
ing. plastics, plywoods, sanitation, etc., 
upset us. They've been emerging fre- 
quently of late and at least their gen- 
eral direction is clear. 

So, bring on your korties! We're 
getting wise to this so-called Machine 


A 


ge. 


This month 

SINCE we've mentioned sound control, 
we might as well begin with that in 
introducing some of this issue’s attrac- 


(Continued on page 7) 
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INSIDE CORNER FLASHING 
Dam side 


Counter 
flashing 
Standard inside corner flashing 


nit. Dam on inside, drains out 


OUTSIDE CORNER FLASHING 
Dam side 


Standard outside corner flashing 
unit. Dam on outside, drains in 


INTO pA 


from mine to consumer 


THE AMERICAN BRASS 





Kearny (N. J.) High School uses this scientifically designed copper 


flashing to obtain protection against wet walls and heaving by frost. 


In addition to providing drainage in any 
desired direction, by means of anintegral 
dam, Anaconda Through- Wall Flashing 
ofters these three distinct features 
1. 7/32” high zig-zag corrugations 
provide positive bond with the mortar 
in all lateral directions 
2. Flat selvage permits neat, sharp 
bends for counter-flashing or locking 
to adjacent sheet metal without dis 
torting the flashing or intertering 
with free drainage. 


3. It is easily locked endwise, even 


with edges bent, merely by nesting 
one or two corrugations. Such joints 
are water-tight because of raised 


corrugations. 


Made of 16-ounce Anaconda Copper 
for standard 8’’ and 12” walls, these 
lashings are stocked by leading sheet 
metal supply houses in 5’and 8’ lengths. 
Also available in special widths with 
various selvages for walls of greater 
thickness. Unique one-piece corner flash- 
ings provide eftective and easy assem- 


bling for standard sized walls. 4033 


COMPANY, General Offices: ot RY, CONNECTICUT 


In Canada: Anaconda American Brass Ltd., New Toronto, Ontario «¢ Subsidiary Me Copper Mining Company 
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Time: 1940. PLace: USA. The books 
have been closed on what future his- 
torians may very well call the most 
critical decade in the history of archi- 
tecture. Here at the RECORD we look 
forward to the new decade. Maybe it’s 
wishful thinking. but we believe we see 
order ahead. The impact of modern 
technology on building is not the dis- 
turbing force it used to be. For ex- 
ample, that recent editorial in The New 
York Times suggesting changes in hos- 
pital design to cope with the roar of 
aeroplanes overhead doesn’t pose the 
problem it would have once. The con- 
trol of sound is all part of a day’s work 
for the contemporary designer. Nor 
should more new developments in steel. 
concrete, lighting, glass, air condition- 
ing, plastics, plywoods, sanitation, etc., 
upset us. They've been emerging fre- 
quently of late and at least their gen- 
eral direction is clear. 

So, bring on your Forties! We're 
getting wise to this so-called Machine 


Age. 


This month 

SINCE we've mentioned sound control. 
we might as well begin with that in 
introducing some of this issue’s attrac- 
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For this modern animal hospital at Man- 





hasset, N. Y., exterior and interior walls 
areot tactory-mixed Mohawk Stucco, made 
by C. A. DeLevante, Rockville Center, 
N. Y., with Atlas White portland cement. 
Architect, Arthur Coote; contractor, Peter 


McBride—both of Great Neck, N. Y. 


ES... Long Island, N. Y., household pets can now 
boast of having the swankiest hospital in the coun- 
try! This modern, distinctive-looking building in met- 
ropolitan New York has been finished inside and out 
with Mohawk Stucco—made with Atlas White portland 
cement. Why ? Because stucco fits in so well with mod- 


WHAT DO 
‘YOU EXPECT? 
ITS A 


STUCCO 





ern architecture... because it’s so remarkably econom- 
ical in first cost and upkeep. 

It can pay you, too, to take advantage of the out- 
standing features of stucco. Use it—either completely 
or in conjunction with other materials—on your next 
job—no matter what it is—animal hospital, imposing 
ofhce building, or friendly home. You'll find stucco 
made with Atlas White cement . 






..+ provides a sturdy, fire-safe and weather-resistant 
outside finish . . . can be successfully applied in a wide 
range of colors and textures . . . is low in first cost and 
needs practically no upkeep... endures in any climate. 


A FACTORY-PREPARED STUCCO Universal Atlas Cement Co. (United States Steel Cor- 
iS PREFERABLE poration Subsidiary), Chrysler Building, New York City. 
AR-S-9 
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BEHIND THE RECORD (continued) 


tions. Sound Control in Buildings 
(p. 66) is the title of a study that. 
among other things. shows how de- 
velopments in sound movies and broad- 
casting generated a new science 
electro-acoustics 
with a lot of 


knowledge on a subject that was. to 


providing designers 
thereby ready-made 
coin a new architectural term. getting 
in their hair. The relationships of 
sound control to other systems of con- 
trol in a building are also dealt with. 
and theres where it gets downright 
interesting. 

New Houses and New House Units 


ip. 49) feature in the 


Building News section. 


starts a new 
Because of the 
statistical importance of houses. and 
the popularity of our 1939 New Duwell- 
ing Units department (which is now a 


part of this new act). we believe we ve 
Needless to add. it will 
bill and will be 


(not at the ex- 


got something. 
be on every monthly 
carried in addition to 
clusion of) other features. including 
the three reference studies on houses 
scheduled for the Building Types sec- 
tion in 1940 (March. May. November}. 

The this 
month reference work on 
Its the third 


on this subject in as many years. so if 


Building Types section 
contains a 


Restaurants and Bars. 


vou have all three on file vou're fairly 
well equipped to hold your own in this 
active field 


spoon or stein. 


and we dont mean with 


Next month 
ANYONE 
Construction 


who has seen F. W. Dodge's 
Outlook for 1940 will 
are doing a reference 


know whv we 


study on Factories in February. Em- 
phasis will be on plants designed for 
the mechanical industries, as distin- 
guished from the process industries. 
Data on plant flexibility——one control- 
will make up 


The effect of 


on design. as 


ling factor in design 
part of the discussion. 
maintenance economy 
revealed by a survey of plant super- 
intendents and maintenance engineers, 
And selected 


case studies will round out the treat- 


will make up another. 
ment. It will be presented. of course. 
in the Building Types section. 

The new house editor already has 
requisitioned four more pages for his 
department next month. He says he 
several 
and for the 
new Viewing Units he will report. He 


wants lebensraum for new 


houses that are “‘musts.” 


can have his space, provided ample 
room remains in the Building News 
section for stories on a Louisiana ex- 
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CORRECTION: The Record erred in its credit line on the Mirabeau B. Lamar 
Senior High School, Houston, Texas, shown on page 14 in the November issue. 
The line should have read: John F. Staub—Kenneth Franzheim, Inc., Louis 


A. Glover, Inc., 
hibit building. a New York store. a 
plant nursery salesroom in California. 
a Pennsylvania church. a milk-receiv- 


ing station in New England. new 
materials. new equipment, ete. 
Building performance 

You've heard it before. but a para- 


graph in a recent copy of the R.I.B.A. 


magazine prompts us to repeat i: 


buildings today are increasingly ap- 
praised on the basis of performance. 

The English journal. in an article 
dealing with the possible war service 
of architecture, asks for a higher per- 
formance standard in buildings and 


explains why. “In a second-rate hos- 





"Parker—what are 


Lamar Q. Cato, Harry D. Payne, Associated Architects. 


pital.” the article states. “patients are 


cured more slowly than in a good 


hospital ; in a second-rate warehouse. 
The 


point is further emphasized by the re- 


goods are handled more slowly.” 


mark that a doctor working under 
second-rate conditions can treat only 
ten cases. while the doctor under first- 
rate conditions can handle twelve. 


This is precisely what we mean 


when we say the RECORD stands for 
better 


well as war. 


buildings—in peace times as 
We hope it gives point 
to the fact that our prime objective 
is to deliver. in one time-saving pack- 
age. information that will help readers 


produce better buildings. 


all these Lines of Flow going to the bar?" 
—Drawn for the RECORD by Alan Dunn 
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UT OF THE HUE AND CRY of sales talks there 

has been much confusion concerning the real 
advantages of various types of Pneumatic Control. The 
engineering departments of Minneapolis-Honeywell have 
made important improvements in existing types of Pneumatic 
Control systems... all of which have been incorporated in 
the M-H Gradutrol System. We are justly proud of Gradutrol 


and its accomplishments and so we say compare them all, 
point by point. We believe that when the advantages of 
the Gradutrol System are known that there will be no 


question as to choice. Minneapolis-Honeywell Regulator 
Company, 2804 Fourth Avenue S., Minneapolis, Minnesota. 











WITH RECORD READERS 





Two prominent examples of the work 





of Dwight J. Baum: left, the Maxwell 


School of Citizenship at Syracuse University, one of the most recent buildings 
he designed, and, right, the house for Dr. Francis J. Collins at Fieldston, N. Y., 


for which Mr. Baum received the gold 
Hoover, for the best small two-story h 


medal in 1932, presented by President 
ouse built in the U.S. during 1926-30. 


V Architect Dwight J. Baum Dies Suddenly 


VU ishkin 





ARCHITECTURE 
and the many 
friends of Dwight 
James Baum in 
every field suffered 
an immeasurable 
loss in his sudden 
death on 
ber 13 from a 


Decem- 


heart ailment. He 
was 353 years old. 

In addition to 
the Syracuse Uni- 
versity School of Citizenship and the 
prize-winning house for Dr. Collins. 
both pictured above, Mr. Baum was 
widely known as the architect for other 
institutional buildings at Syracuse. and 
at Clarkson, Hartwick. Middlebury. 
and Wells Colleges: and for such 
country homes as those of Robert Law 
at Port Chester, N. Y.. Charles Evans 
Hughes, Jr.. at Riverdale-on-Hudson. 
Powell Crosley, Jr., in Cincinnati, and 
John Ringling’s Venetian palace in 
Florida. He also designed. among 
other buildings, the Hotel El Verona 
and the court house at Sarasota. Fla.. 
the Recreational Center and bottling 
plant at Saratoga Springs, N. Y.. the 
Federal Building at Flushing. N. Y.., 
the Great War Memorial Tower at 
Riverdale, and several structures at the 


New York World’s Fair, including 
the Y.M.C.A. and Home Furnishings 
Buildings. 

After graduating from Syraense 


University in 1909, Mr. Baum was em- 
ployed in New York City until 1915, 
when he began practicing independ- 


10 


ently. His rise thereafter to a position 


of prominence was closely concerned \/ 


with the growth of Riverdale-on-Hud- 
son. where the design of his own home 
attracted other builders to the com- 
munity and to him for his services as 
an architect. He is credited with hav- 
ing designed 140 Riverdale homes. 
Besides having written on many 
architectural topics and lectured wide- 
ly on the development of domestic 
architecture in America. Mr. Baum had 
exhibited at the Paris Salon, in Lon- 
don, in Berlin. and in South American 
He was a fellow of the Ameri- 


Architects and vice 


cities. 
can Institute of 
chairman of its building committee. 
treasurer of the National Sculpture 
Society. and a member of the Beaux 
Arts Institute of Design. American 
Federation of Arts, and the Architec- 
tural League of New York. 


1940 Convention and 
other AIA Announcements 


LouIsvILLe. Ky.. will be the scene of 
the Seventy-second Convention of the 
American Institute of Architects from 
May 19 to 25, inclusive. The invita- 
tion to hold the Convention in Louis- 
ville was extended by the Kentucky 
Chapter of the Institute and by the 
Association of Kentucky Architects 

Professor Charles W. Killam of 
Harvard University has been appoint- 
ed chairman of the structural service 
committee of the AIA for 1940. He 
succeeds N. Max Dunning of Washing- 
ton. D. C. Other new chairmen of 


Institute committees are: Frederick 
Vathesius of New York City, commit- 
tee on multiple-unit housing: Kenneth 
W. Dalzell of Kast Orange, N. 
mittee on single detached-unit housing: 
John Bakewell, Jr.. of San Francisco. 


committee on education: Henry Chan- 


dler Robbins of Boston. committee on 
architectural services: Frederick Bigger 
of Pittsburgh. committee on regional 
depreciation and enhancement: Albert 
Harkness of Providence. R. L.. judi- 
Richard Koch of 
New Orleans. committee on allied arts: 
Frederic A. Fletcher of Baltimore. 
committee on state organization: 
Joseph E. 
Oklahoma. committee on membership. 
Frederick H. Mever of San Francisco 


was chosen chairman of the jury of 


clary committee: 


Smay of the University of 


fellows. succeeding Ernest John Russell 
of St. Louis: John R. Fugard, recently 


flected treasurer of the Institute, be- 


comes secretary of the investment com- 
.. From Jan. 1 to Mar. 1. 1940. 
the AIA will receive proposals of can- 


mittee . 


didates for Kdward Langley Scholar- 
ships. the awards of which are to be 
1940. Schol- 


arships are open to all persons engaged 


announced about June 1. 


in the profession of architecture: either 
architects in active practice and archi- 
tectural draftsmen (Group I), or teach- 
ers in schools of architecture, students 
about to graduate from such schools. 
and graduate students engaged in post- 
graduate work either in college or in 
travel (Group Il). For Group I, any 
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A NEW PERMANENTLY FINISHED DECORATIVE MATERIAL 


The development of Parkwood Textolite provides 
for your use a material in which beauty and the 
genuine wood graining are permanently pre- 
served. No matter what type of wood is used 

Mahogany, Avodire, Birch, Maple, or Walnut— 


the satin-finished surface is hard and durable. 


Parkwood Textolite not only provides the rich, 


soft texture achieved so beautifully by the wood 
craftsmen but it is also impervious to moisture, 
alcohol, fingernail polish, and most acids and 
alkalies. These advantages plus the fact that 
Parkwood Textolite is highly resistant to ciga- 
rette heat and very easy to keep clean, make 
it truly a practical modern material. 


FOR PANELING —Public buildings, homes, airplanes, trains, restaurants, elevators, offices, and the like. 


FOR INTEGRAL PARTS OF PRODUCTS Such as tables, counters, trays, luggage, desks, display 


cabinets, decorative screens, bars, air conditioning units, etc. 


You can find complete data as to uses, types of materials, wood finishes, size, and thickness, 
special designs, and samples in your 1940 Sweet's Catalogue, or if you wish, write Section W-10, 
Plastics Department, General Electric Company, One Plastics Avenue, Pittsfield, Massachusetts. 


GENERAL @ ELECTRIC 
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Vorgan & ( 
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WITH RECORD 





READERS 


ELEVEN VOTES: Seattle Art Museum for which Charles Bebb and Carl F. Gould were the architects. 


NINE VOTES: 
A. M. Young, 





146th Field Artillery Armory; F. A. Narramore and 
architects. 


SEVEN VOTES: Royal Crown Cola (''Par-T-Pak"') Bottling Works; 
William J. Bain, architect. 


12 


\Litizens Judge Recent Seattle Architecture 


IN THE nominations from Seattle “lay~ citizens for 


outstanding recent buildings in that city. a possible 
reaction to world conditions is not quite so discernible 


as it was last month in the case of Denver. However. 
the presence in the Seattle top-flight of an armory, an 
art museum, a science building. and two industrial 
both 


essentially 


the manufacture of such an 
soft drinks. 
suggest an implication with respect to the times—a 


units, devoted to 


national commodity as does 
symbol. perhaps. of confidence in national institutions 
and a sharper regard for the agencies of their defense. 

The buildings on this and page 14 are pictured on 
the basis of votes received from the following citizens 
of Seattle: Thomas Balmer, railroad executive; Harold 
J. Baum, sales promotion: Thomas Boyd, property 
owner; Mrs. J. J. Connell, past president Civic Opera 
Ass’n.: G. W. Coplen, mortgage loan executive; F. B. 
Donaldson, bank executive: Purman Dorman, M.D.; 
John Duncan, M.D.: Ford Q. Elvidge, lawyer; R. C. 
Erskine, real-estate insurance executive: Dr. L. Wen- 
dell Fifield, minister: Paul Fredrickson, personnel ad- 
ministrator: Dr. R. EF. Fuller, museum director; Dr. 
H. H. Gowen. minister and author; C. L. Hillyard, 


DES MAINES 
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DENVER 
é SAN FRANCISCO e 


sy American Map Co. 


fUSTON ya, 13 
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Citizens of San Francisco will vote next. 
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Architect — Luis Dauval Eng. Contractor — Cristobal Diaz 
a alli: Mell +) LAP) +) lle toe St Ve ae eB 


This strikingly handsome and modern new hospital which so 
typifies the spirit of progress in Cuba, together with many other 
buildings of equal note, is sponsored by the altogether charm- 
ing and community minded Senora Elisa Godinez de Batista 
whose work and efforts in furthering institutions of public 
benefit is nationally known. 


Thousands of feet of STREAMLINE. Copper Pipe and thousands 
of STREAMLINE Solder U7 Te Fittings were used for the plumbing 
and other conducting services aT aT this building. Charac- 
Te MM les M eMule mite 
public buildings. Designs and materials must be the latest and Vasa: bE | 
best procurable, and... it is a significant fact that STREAMLINE oe 
Copper Pipe and Fittings were specified for this hospital. ah See : | 
STREAMLINE provides long-life, trouble-free service and maxi- 


mum resistance to corrosion and leakage. It is just as economical 
TUM Mu em CM le tim) -lim tite e 
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WITH RECORD READERS (seattle Survey) 


Morgan & 


Depue, 


® 


SEVEN VOTES: Chemistry Building (U. of Wash.}; Narramore, Grange, 
and Thoms, architects; Bebb and Gould, supervising architects. 


Ue Fagesuc 


SIX VOTES: Bottling Works for Glaser Beverages, Incorporated. 
Clare Moffitt was the architect. 


advertising manager: C. k. Mehaffey, First Reader, 
Church of Christ. Scientist; Miss Blanche Morgan, 
home-planning adviser; Dr. Frederick M. Padelford, 
Dean. University of Washington, Graduate School; 

W. Pascoe, bank mortgage-department manager; 
Viss Gwendolyn Plestchee{, Historical Society presi- 
dent: C. \. Reitze, cement company executive: George 
W. Rich. lumber company executive: H. Pierce San- 
ders, M.D.: Dr. Victorian Sivertz, Professor of Chem- 
istry: Ben J. Smith, realtor: Dr. W. D. Stevenson, 
dentist: Philip J. Weiss, lawyer; Park Weed Willis, 
M.D.: and Douglas Willix, publications representative. 

Buildings rating honorable mention: W. J. Bain 
residence (W. J. Bain. arch.), Colman Dock (A. Love- 
less and L. Fey}. Green Lake Theatre (Bjarne Moe), 
Pacific National Bank (C. A. Merriam). Sick’s Sta- 
dium (William Aitken), University of Washington 
Women’s Dormitory (D. J. Plyers. J. Graham: Bebb 
and Gould). 


v 


SIX VOTES: Washington Mutual hin Bank Build- 
ing; John Graham, C. A. Merriam, architects. 


ee i 


sds a 
Ic Surry 


rit titty, 
p) UL Hw 


salle te s 


FOUR VOTES: Westinghouse Elec. Supply Co.; designed by UPRR Engineering Dept., Sam Murray, resident engineer. 
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MUSEUM WING FEATURES 
A. E. DOYLE & ASSOCIATE, Architects 


SECOND STAGE in the” reconstruction of the 
Portland, Oreg.. Museum of Art. the new wing 
in memory of Josephine and Solomon Hirsch, 
constitutes a further development of the design 
principles evolved by the same architects in the 
first unit built in 1932. The terms of the Hirsch 
bequest were such that the new addition had 
to be used exclusively for exhibition purposes. 
Since the Museum also sponsors an active art 
school, this meant that the architects had not 
only to organize all the units into a workable 
whole. but think also “in terms of future and 
final development— which may eventually occupy 
the full city block of 200 by 200 ft.” 

Aside from problems of plan, the main con- 
cern, according to the architects, “was to pro- 
vide an economical, dignified. safe. and well- 
lighted structure.” How well they succeeded is 
apparent. The new Hirsch wing follows and 
develops the precedent set in their first unit 
(right. below) with a confident and formal 
clarity which marks a_ notable advance in 
museum design. The need for economy has 
actually been exploited—as in the adroit use of 
Roman Travertine trim for common brick walls 
(facing page). Major emphasis has been laid 
always on performance—the best possible en- 
vironment for canvases. tapestries, s( ulpture. 
and works of art. In this connection. both the 
lighting (p. 34) and system for atmospheric 


control (p. 33) merit attention. 


EXISTING BUILDING 


EXISTING BUILDING 


Flot plan 
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CONTROL OF LIGHT AND ATMOSPHERE 








General view of the Portland Museum: the new wing is at the left. 
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Roaer Sturtevant photos 


Room No. |, looking from beneath the balcony through 16-ft. marble columns into the corridor. The floor is also marble. 
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NEW MUSEUM WING 


THE INTERIOR of the building is kept as 
simple as possible to form an unobtrusive. 
well-lighted background for the various ex- 
hibit items. The walls of the galleries are 
surfaced with burlap. stretched over as- 
bestos paper. which in turn is cemented 
to 11 .-in. sheeting nailed directly to the 
concrete grounds. The floors of the entry 
hall and cast room are of marble. All other 
gallery floors are oak Bruce blocks ce- 
mented onto concrete. 

The air-conditioning system is of con- 
siderable interest’ inasmuch as protection 
and preservation of art objects demanded 
a completely dust-free atmosphere. held at 
a constant level of humidity. 

The heating medium is district steam in 
opper coils: cooling and dehumidification 
are accomplished through water in’ coils 
\n air washer takes care of humidification 
and an automatic air filter keeps the au 
clean 

Outside and recirculated air is mixed in 
constant) proportion. \ir ts preheated ol 
precooled. depending on its condition. by 
coil face and by-pass dampers to a_ wet- 
bulb datum: humidified to 50°, relative 
humidity by face and by-pass dampers at 
the washer: taken through an air filter and 
fan and supplied to 3) plenum chambers. 
One of these has heating coils: one. re- 
cooling coils: and the third. tempered ait 
only. From these chambers. air is mixed 
either from the tempered and warm ot 
from the tempered and cool chambers as 
equired for each room by separate heat 
ing and cooling thermostats. The humidity 
s reset automatically when outside tem- 
erature drops helow the level at which 
0 relative humidity within rooms con- 
lenses moisture on the windows. An ex- 

ust fan discharges a constant amount of 

ir equal to that taken from outside. 

\ir-supply grilles are located high in 

ach room and consist of special fabricated 
teel or architectural concrete slots. These 
ary in size and shape to harmonize with 
rchitectural details. Note. for instance. 
he horizontal slots above the openings in 
toom No. ] opposite. Return grilles are 
ated at outside walls in the baseboard. 

All supply ducts are insulated with 

Dux-sulation”. Fans. Sturtevant: heating 

nd cooling coils, McQuay: motors, G-E; 

ondensation pump. Nash Engineering: 

ontrols, Minneapolis - Honeywell; auto- 
iatic air filter, American Air Filter Co.: 
ir washer, Portland Heating & Ventilat- 


ng Supply Co. 
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Room No. 6. 


Second-floor corridor. 











Room No. 3. 
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NEW MUSEUM WING 








A ribbon of recessed light lines the center of 
the ceiling in the corridor on the first floor. 


SOFT COPPER 
2° THERMAX 






FENESTRA SASH 
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Second-floor corridor. Metal fins 14 in. o.c. dif- 
fuse and equalize light from a sawtooth skylight. 
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A clerestory of fixed steel sash with special 
glass daylights the second-floor galleries. 
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V LOW UNIT COST ACHIEVED IN MODERN SCHOOL STRUCTURE 
LOUIS H. GERDING, Architect 


THE NEW JEFFERSON SCHOOL at Ottawa, Ill... is a building which was economically 
constructed without sacrifice of either structural soundness or first-rate equipment. 
In fact. for a school plant in a small city with limited funds at its disposal, the 
design and equipment are unusually advanced. Approximate total cost was 5300,000. 
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The curved entrance unit at the corner dominates the design. 


CONSTRUCTION is as efficient as it is simple. The first and 
second floors and the roof are of steel pan joists, continuous 
between spandrel beams in the outside walls and over two 
interior walls. These joists are 6 by 101% in. on 36-in. cen- 
ters. The three clear spans are 21 ft. 2 in., 12 ft. 2 in.. and 
21 ft. 2 in. Over the 12 ft. 4-in. window openings. the lintel 
beams are 20 in. deep and rest on 3 ft. 6-in. brick piers. 

At the corners, the parapets are confined longitudinally by 
reinforced concrete bolsters 8 in. square and 10 in. high. 
Every 25 ft. the parapets have compressive joints formed 
by using compressible waterproof pads in place of mortar 
between the bricks. 

The lighting system consists of fully recessed down-lighting 
units, equipped with Holophane lens for distribution without 
glare or shadow. In all classrooms, the outer lights are con- 
trolled by photoelectric cells, with separate control for each 
exposure of the building. 

Each classroom has a complete winter air-conditioning sys- 
tem, governing temperature, humidity, and air movement. 
This consists of pneumatic temperature-controlled concealed 
convectors and automatically controlled unit ventilators. 
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The panel of P-C glass block lights the main stairway landing. 


A wainscot of National Fireproofing 8 by 16-in. tile rims the auditorium.) 
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First floor 





The corridors have built-in Medart lockers and Sealex linoleum floors. The kindergarten is flexibly equipped to handle its diversified uses. 
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Photos by Hedrich-Blessing 


ELEMENTARY SCHOOL 
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UNIVERSAL ATLAS CONCRETE 
SPANDREL BEAMS 
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TRANE CONVECTION HEATERS 
DUNHAM VACUUM PUMP 
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AMERICAN SEATING EQUIPMENT 
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+ SEALEX BLOCK LINOLEUM 


HERMAN-NELSON UNIVENTS 
Mitre JOHNSON CONTROLS 


—_—— 


—PRE-HEATED FLOOR HAS 4" TILES 
OPENING ‘INTO PIPE TUNNEL 


+ 


———— CONCRETE PIPE TUNNEL 


An RCA public-address system runs throughout the build- 
ing. The photograph at left shows the main contro! 
board, located in the principal's office. Each of the main 
rooms has a microphone and speaker. The principal can 
talk to any room or group of rooms. Any teacher can 
communicate directly with the principal or with other 
rooms. A radio or recorded program may be funneled 
wherever desired, and it is also possible for a teacher to 
keep track of what is going on in her room although she 
may be in a room at the other end of the building. 
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VAUDITORIUM AT AN ANGLE MAKES EFFICIENT USE OF RECTANGULAR SITE 


HAROLD SPITZNAGEL, Architect 


IN THE DESIGN of the Hollywood Theater at Sioux Falls. S. D.. 
the architect had an interesting combination of owner desires 
and site limitations. The site faces west on a main business 
street. To the right is a two-story building. At the rear is 


a parking lot, and on the left is an alley. Within this frame- 


work. the owner hoped to have not only a theater. but three 
or four stores with main-street frontages. Mr. Spitznagel 
solved the problem by placing the theater auditorium at a 45 
angle (see plans, next page). which reduced foyer and lobby 
length to a minimum and left the rest of the frontage to divide 
among four store units, one opening into the theater vestibule. 
mEAWETTE MAC OON = Working with Mr. Spitznagel on color treatment was 
sume SHORT SUBJECTS Palmer Eide of Sioux Falls. The side walls of the auditorium 
are of Kalite acoustical plaster. in four shades of tan. with 
a blue-gray wainscot. Rear wall: maroon Celotex. Ceiling: 
wine-colored plaster. Floor: blue cement. American Seating: 
natural birch. gray backs. terra-cotta Fabricoid seat cushions. 
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JANUARY 1940 





Photos by Hedrich-Blessing 


Natural white-birch wainscot. Ceiling, walls: maroon 


Basement 
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SIOUX FALLS THEATER 


“UNLIKE MOsT theater owners,” says the 
architect, “my client was willing to ac- 
cept a design which did not include such 
familiar trappings as lavish applied orna- 
ment,complicated floor patterns, and gild- 
ed and tasseled furnishings.” Through- 
out the building he has organized his 
mechanical services and structural ele- 
ments in such a way that they serve aes- 
thetic as well as utilitarian purposes. 
Thus, in the circular foyer, the Anemos- 
tat has served as the basis for a vigorous 
design: again in the auditorium, the 
vertical light coves become a_ principal 
decorative feature. 

The theater proper is air-conditioned 
by Chrysler, using natural gas fuel. All 
concealed lighting employs fluorescent 
tubing. The projector is a Simplex. by 
International Projection. and the sound 
system is by Western Electric. 

The structure is steel framed. Ex- 
terior surfacing is buff brick. with Vir- 
ginia serpentine base and slate coping. 
Beneath the canopy. the theater front is 
of blue-gray porcelain. 

Insulite is used for insulation. and 
hardware throughout the building is 
satin-finished chrome, supplied by Yale 
and Towne. In the vestibule and lobby. 
both floors and walls are surfaced in 


Goodveatr rubber. 





UPPER PART 
OF LOBBY 





Second floor 
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Feature of the powder recom is integration of lighting units with mirrors. 
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ATLANTA, GA.: THREE SHOPS IN ONE STORE FOR MIXED CLIENTELE 


IVEY and CROOK, Architects 
JAMES F. EPPENSTEIN, Designer and Consultant 


ONE OF THEI 


to provide a convenient and complete men’s department in 
Following a trend that 


probiems involved in the design of this modern shoe store was 
a store with a 


clientele consisting principally of women and children. 
is becoming increasingly familiar in shops where this problem exists (see AR 


12/39. 35 the architects decided to locate this department in the most 


p. ID). 
favored position—as close to the main entrance as possible. The plan of the 


entrance unit is a significant part of the scheme, both as a logical device for 
splitting traffic to the different departments and as a stimulant to sales. The 
three show windows by Kawneer serve the three departments. and the baffle 


arrangement serves to “pull” the customer into the store: triple doors of 


Herculite in effect make the entire ground floor part of the inner window-display 
Stairs leading to the children’s department and basement are at right. 





s\stem. 








Hedrici-oressttig Photos 


= 
Woodwork is bleached mahogany with brass trim. Heating and air conditioning by G-E; lighting fixtures, special design by Solar Light. 
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Left-hand entrance. The women's department is straight ahead. A mirrored surface continues the glass wall on the interior. 
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Men's section 
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ATLANTA SHOE STORE 


THe THREE PARTS of this southern shop are clearly 
differentiated and defined without destroying the 
unity of the design as a whole. To accomplish 
this. the architects employed subtle changes in color 
and texture against a unifying background. On the 
vround floor, for example, the light amber tone of 
the bleached-mahogany wainscoting and neutral 
rose tones of the wall above are carried around the 
entire area and follow the stairs. both up and down. 
But in the women’s section. a more feminine touch 
is added in the color treatment of upholstery and 
furnishings. A beige carpet serves as a base for 
chairs upholstered in rose and beige and sofas in 
French blue. The draperies match the chairs. In 
the mens section. the character is changed by 
leather upholstery for the chairs in a rich forest 


\oain 


unifying both of the areas. the wood frames of the 


ereen that matches the carpet in this area. 


chairs are the bleached mahogany of the walls. 


l pstairs and separated from visual association 
with the ground floor—the architects have con- 
sidered children’s tastes. Ihe walls above the 


bleached-walnut cases are painted a clear orange. 
Phe structural columns are brown. and chairs are 
upholstered in both brown and tangerine. Centering 


this sales area is a colorful revolving display case. 


The structural limitations of a remodeled building 
are here used to good advantage. Down the cente1 
of all floors is a row of structural columns: on 
the first floor. these serve to divide the men’s and 
women's sections. In the children’s room above. the 
columns are used as central points around which 
chairs and displays are grouped. 

In organization of stock, the shop follows the 
current trend of high-lighted display ol a compara- 
tively few items. with most of the stock stored out 
All stock is conveniently located at the 
various points of sale. Exception to this is the use 


of sight. 


of long open-display cases between entrance area 
and the women’s section. These serve as an exten- 
sion of the window-display system for leading 
women shoppers back to their particular depart- 
ment without interruption of interest. 
Supplementing the staircase is an Otis elevator. 
Other items of materials or equipment: Armor In- 
sulating Co. glass wool: Benjamin Moore paints: 
Crane water heater: “Standard” plumbing fixtures: 
Sprinkler system by Georgia Sprinkler Co.: Corbin 
hardware: Armstrong linoleum and asphalt tile: 
Art Metal Construction Co. 
Bigelow-Sanford carpets. The display sign on the 


front of the building. Claude Neon Southern Corp. 


hollow-metal doors: 





Children's section 
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NEW SYSTEMS 





An unbroken window 247 ft. long results from 


novel integration of elements. 
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Aluminum and Steel Members in New Window System 
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THE NEW FENESTRATION system shown 
is at the South Vocational High School. 
Pittsburgh. From the exterior. the fin- 
ished system looks like an unbroken 
aluminum-sash window. Actually it is a 
novel integration of upright steel mem- 
bers. horizontal aluminum glazing bars, 
putty. glass. and vertical aluminum 
muntins. assembled in the field in that 
order. The purpose of the unit is to 
provide. maintenance-free. substantially 
complete aluminum windows of any de- 
sired length at comparatively low cost. 

{ pright steel members are spaced 39 
in. apart and anchored to both the struc- 
tural steel at top and the brickwork at 
bottom. Horizontal H-shaped aluminum- 
channel glazing bars. 16 to 20 ft. in 
length. are then attached to the steel 
work by means of C-shaped clips. as 
seen in the cutaway isometric drawing. 
Expansion and contraction are taken 
care of by g-in. gaps between the 
lengths. covered by inconspicuous alum- 
inum Caps. 

Both channels of the horizontal bars 
are bedded with putty and the glass is 
installed, with joints occurring at the 
vertical steel members. These glass 
joints. also bedded in pully. are closed 
by vertical muntins. 

After the elass is set. excess putty is 
struck off on a line with the legs of the 
H. resulting in a neat joint, usually ac- 
‘complished by application of glazing 
moulds. No screws or bolt heads are 
visible from the exterior of the building. 

Ventilator panels, glazed with clear 
glass. are inserted at regular intervals 
in place of the fixed glass. The rest of 
the system is fitted with frosted glass. 
both to diffuse the light and prevent 
direct sunlight from falling on desks. 

Among the economies claimed for the 
system are simple field assembly of pre- 
cut metal shapes and ease of main- 
tenance (aluminum does not need paint- 
ing). Furthermore. window washing is 
also comparatively simple. as the alumi- 
mum bars project but Yy in. 

Patents on this type of window con- 
struction have been applied for by E. K. 
Geyser. Pittsburgh window contractor. 
who not only designed the extruded 
shape. but also developed the simplified 
method of field assembly. The special 
parts were manufactured by Aluminum 
Company of America. 
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Prefabricated metal shapes for 
new glass-block partition 


WHAT IS ESSENTIALLY a new interior 


AAA 


partitioning system is made possible by 
the series of prefabricated metal mem- 
bers just announced by Revere Copper 
and Brass. Inc. Designed in collabora- 


Piet iha) 
preeeettrtyy 


tion with Owens-Illinois and Pittsburgh- 


hh 


Corning for use with either company’s 
block, the metal members make possible 


’ 


rapid. accurate, and “dry” erection of 


ey 


glass-block partitions: design of the 
metal shapes is such as to meet all 
typical conditions — i.e... wiring. win- 


- 
i 
— 
“ os 
a 


dows. doors. rounded corners. etc.: and 
most important from a maintenance 
point-of-view 100%. salvageability of 


5 seename ff eS 
1 ull 


both metal and glass units makes pos- 
sible easy dismantling and re-erection. 

Two basic shapes are used: the Stand- 
ard, used in setting the individual blocks 
to form the wall or panel, and _ the 
Perimeter. which encloses the entire 
assembly. Each of these shapes is fabri- 
cated in three different ways to provide 
various means of interlocking. 





Erection is at once simple and ac- 





curate (see diagrams at left). Every 


: Partitions using Revere's recently developed metal members course of blocks is held in uniform 


with Insulux blocks (above) and P-C (below). 


alignment. Supplementary members are 
provided for doors. windows. and cased 
openings. Metal members do not form 





a load-bearing panel. but give structural 
strength to the assembly. Loads on 
: continuous horizontal members are 
uniformly distributed through vertical 
. members. Construction is sufficiently 
. flexible to allow for expansion and con- 
traction. 
: p ; Members are fabricated for two stand- 
' Je ) ard sizes of glass blocks: 12 by 12 in. 
‘ P A iE and 8 by 8 in. (Unless demand is great 
3 él re enough, no shapes for 6-in. blocks will 
_ 4 oo rE be developed.) All stock shapes are 
nt : 4 : ‘ ‘ 
F 4 prefabricated for panel widths and 
i heights up to Ie ft. Metal shapes for 
. wider panels will be fabricated on order. 
- but widths beyond 20 ft. and heights 
” : above 12 ft. are not recommended. 
at Shapes are available in architectural 
” 2 bronze and aluminum alloy: these can 
all be used singly or in combination. 
Because of the difference in glass- 
ool block profiles, Revere makes two series 
K. of metal shapes. One is adapted for 
"7 erecting Owens-Illinois Insulux Glass 
- Blocks and the other for Pittsburgh 
= Corning’s P-C Glass Blocks. These two 
1a companies will act as sole distributors 
um of the extruded metal shapes. 
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“Heat trap" in the roof of M.I.T.'s new experiment in conversion of solar energy. 
Note (upper left) the pyrheliometer, an instrument for recording sunlight intensities. 


M.LT. Investigates Domestic Use of Solar Heat 


IN THIS small. houselike experimental 
Institute of 


Technology engineers have begun inves- 


laboratory. Massachusetts 
tigations into the possibilities of using 
solar radiation as a heat source for 
winter house heating. summer air con- 
ditioning. and power generation. 
research is being conducted by a com- 
mittee under the chairmanship of Asso- 
ciate Professor Hoyt C. Hottel of the 
Department of Chemical Engineering. 

The house is designed to trap the 
sun’s heat falling on the roof and store 
it in the basement for future use. In 
this first phase of the Institute’s studies. 
the type of heat trap used consists of a 
shallow boxlike heat-collecting device. 
inset into the roof proper. The bottom 
of the box is a thin sheet of 
painted black to absorb the utmost 
amount of solar energy. Firmly fixed 
to the underside of the sheet is a series 
of small. thin-walled metal tubes which 
are heated by contact with the sheet and 
which in turn heat water circulated 
through them. 

The top of the box 

consists of several covers of glass. 
interspaced with dead air 
through which nearly all the sunlight 
can pass, but back through which little 
The sunlight is con- 


metal. 


the roof surface 


regions, 


heat can escape. 
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verted to heat when it strikes the metal 
sheet. As an additional heat conserver. 
a laver of mineral wool occurs beneath 
the “box.” 

After water is heated in the collector. 
it passes through completely insulated 
pipes to a large storage tank in the base- 
This tank is so insulated that it 


loses very little heat over long periods of 


ment. 
time. It may even be possible to save 
this heat for as long as half a year. de- 
pending on the size of the tank. To 
utilize this stored heat for heating pur- 
poses. a system of forced air circulation 
is employed in which the air passes 
through ducts. one wall of which is the 
hot side of the tank. 

Different different 
thicknesses of glass. and different roof 
Possibilities 


types of paint. 
angles will all be studied. 
of using solar heat for power generation 
or in a refrigeration system operating 
on an absorption principle, utilizing 
sunlight as the heat source, will be inves- 
tigated as well. In addition, experiments 
will be carried on in regard to using a 
sunlight collector large enough to heat 
the house directly, with only a small 
storage tank for emergency use during 
cloudy weather, or its reverse—a small 
collector with a tank large enough to 
store an entire winter's supply of heat. 


New compressor cools self 
with own refrigerant 


\ 16-cYLINDER V-type unit) requiring 


only 13 the space and weighing only 


2/3 as much as conventional compres- 
same capacity has been de- 
veloped by Westinghouse Electric & Mfg. 
Co. 


frigerant 


sors of 


features are: (1) re- 


motor (2) 


Among new 
cooling for the 
sealed-in lubrication. (3) a reversible 
oil pump. 
Impressive reduction of size and 
weight is largely due to ingenious use 
itself to 


is sucked at low 


of refrigerant cool motor 
Freon gas at 50° F. 
motor windings for 


pressure across 


cooling. Hermetic sealing of all moving 


parts and pressure lubrication reduce 
friction and obviate the shaft-seal neces- 
sary with external motors. Direct con- 
nection of motor and COMpressor elimi- 
nates belt and permits single foundation 


with units always aligned. 


Projection unit heater com- 
bined with Anemostat 


RECENTLY ANNOUNCED by the Trane 


Company is the combination of their 
projection unit heater with the Anemo- 
stat Air Distributes AR 6 37, p. 
10). Marking the first time that the 


\nemostat has been used with any but 


(see 


a duct system. the new product (see 


below) is designed for accurate con- 


trol of air temperature and distribution 


for specific areas. It is available in 7 
sizes with heater diameters of from 2 to 
1 ft.. in combination with anemostats of 
diameters from 15 to 38 in. Units are 


made for either steam or hot water. 


combined with 3- or 4-cone anemostats 
for mounting heights respectively above 
12 ft. 

The projection unit heater consists of 


or below 


a 2-row extended surface coil permitting 
unhampered expansion and contraction 


of its circular form. 


by virtue 
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CN ON A STEEP HILLSIDE IN OREGON 


Architect ROI L. MORIN had a challenging site problem—a slope 
toward the east of from 30 to 45 degrees with a widespread view 
of the environs of Portland. The Dr. William A. Shea family con- 
sisted of three. Room for one servant was needed. The owners de- 
sired a “somewhat modern" house. Mr. Morin's split-level plan 
solves the site problem ingeniously, and the spirited character of 
the house derives from a blend of elements both modern and old. 
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Section A-A 





Section B-B 


THE HOUSE is replete with convenient built- 
in features. In the study, one closet con- 
tains a wood lift rising from the basement. 
Another closet contains a small bar. A 
third is a bed closet. making the room a 
possible guest room. Particularly note- 
worthy is the cruciform bathroom on the 
top level. with the re-entrant angles serv- 
ing useful purposes in four different areas. 

Of special interest in the living room 
(top) is the cove lighting unit, in which 
G-E fluorescent tubes in “daylight” and 
“white” colors are used. At the left of the 
fireplace is an Insulux glass-block window 
panel. The mantel breast is of carved pine. 
in natural finish. 

In the gray and red kitchen-dining al- 
cove unit (center), a noteworthy relation 
exists both in plan and in the unified win- 
dow treatment of the two parts. 

The window in the master bedroom 
(bottom) opens up the whole corner of the 
room to the far-flung view. Colors: dusty 
pink walls and white trim. 

Exterior: stucco, drop siding, Roman- 
type brick veneer, red cedar shingles. 
Insulation: | ° =. G. Red Top Glass W ool in 


walls: Redwood fiber bark in second-floor 


eiling. Chamberlin Weatherstripping. 
Heating: Fox Sunbeam furnace with Hart 
ow-pressure oil burner. Minneapolis- 


Honeywell controls. 
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ON A 60-FT. LOT IN FLORIDA 





WAHL SNYDER and WILLARD LOWRY, Architects, planned this one- 
story Miami Beach house for sale purposes. In the architects’ 
own words: “Our aim was to build a quality house, convenient, 
appealing to the eye, with the livability and equipment of an 
expensive home, yet at a nominal cost." How successful the ven- 
ture was is shown in the accompanying photographs, in the fact 
that the cost of construction was $7,200, and that the house was 
sold to Mr. and Mrs. Jacob Slaff shortly after it was furnished. 
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Photos by Ernest Graham 


\ VARIATION on a typical Florida theme. this small 

house has a number of fresh and noteworthy details. 

The living room and dining porch are essentially a + 
single unit; yet a novel low dividing wall, topped by 
a planting box, defines each of the areas. Planting 
boxes are also incorporated either side of the fireplace, 
below built-in shelves. Behind extensions of the mantel 
breast, lumiline strips are concealed, which produce a 
dramatic, non-glare light source. Roof: white, Brady 
interlocking cement shingle tile. Walls: light coral 
stucco on concrete block, Old Cuban brick, white trim; 





aquamarine door trim. Sash: Fenestra steel casements. 
Floors: oak (kitchen: Armstrong linoleum. Dining 
porch: terrazzo). Doors: Wheeler Osgood Laminex 
Streamliner. Hardware: Schlage. Glass and Mirrors: 
Pittsburgh Plate Glass Company. 
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LUMILINE 


FLASHED 
OPAL GLASS 


BOSTWICK -GOODELL 
BLIND DROPS TO TOP 
OF PLANTING BOX 


E 16 O2 COPPER LINING 
C1" ANACONDA 
COPPER DRAIN) 


a WOOD TRIM 
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Between living room and dining porch is this flexible dividing 
wall. With blind dropped, the areas are effectively separated. 
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Top: living-room fireplace. Note 
built-in shelves and plant boxes. 


Center: two sides of front bedroom. 
, Bone-white walls, salmon ceilling. 


Bottom: rear bedroom. Light aqua- 
marine walls, lemon-yellow ceiling. 
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Cin ON A HIGH LAWN IN WASHINGTON 


This Northwestern version of Coloniai, designed by EDWIN J. IVEY, 
Architect, ELIZABETH AYER, Associate, is the Seattle home of Mr. 
and Mrs. W. W. Chambers and their five-year-old son. The exterior 
coloring emphasizes the fresh handling of a traditional form. 
Walls: deep Colonial yellow. Pilasters and trim: white. Roof 
and shutters: very deep moss green. The house, garage, and 
retaining wall (but not the fence) came within a $10,000 budget. 
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Both roof shingles and cedar siding 
are laid 4!/2 in. to the weather. 
Chamberlin weatherstripping, Benj. 
Moore paints, Sargent hardware. 


Double doors lead out to the gar- 
den terrace. The plaster walls are 
coral; the trim, eggshell coral. The 
rug is cedar-toned. Marble is used 
for the facing of the fireplace. 


In the owners’ bedroom, wallpaper 
and paneling are pleasingly com- 
bined. Both the face and hearth 
of the fireplace are tile. The home 
has conditioned-air heat, serv- 
iced by a Harrison Sales furnace. 
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HOUSE | ON AN OCEAN BLUFF IN MASSACHUSETTS 


ROYAL BARRY WILLS, Architect, and Collaborating Architects HUGH 
STUBBINS and MARC PETER designed this dramatic modern house at 
Marblehead Neck for Mr. and Mrs. Howard A. Colby and their two 
young children. The modern form was largely determined by the site's 
advantages and limitations described on the facing page. The nauti- 
cal flavor of the detail derives from the owners’ love of the sea. 
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THE SITE is a rocky point of land with an unrestricted view 
over the Atlantic and Marblehead’s famous yacht-racing 
waters. The road at the rear, however, is comparatively close 
particularly on summer weekends. 
Moreover, an angle in the road occurs at about this point, and 
the noise of traffic rounding the turn is quite objectionable. 
a shield against both view 


and heavily traveled 


Hence the architects’ basic scheme 
and noise on the highway side; as much openness as possible 
on the ocean side. The architectural result: practically a solid 
wall facing the highway; in effect, a wall of glass toward 
the ocean. 

The use of a flat roof was determined by the owner's desire 
for a vantage point from which he could view the yacht races. 
From this elevated deck. water is visible on every side. The 
deck is reached by an outside stairway leading from one of 
the bedrooms. To bring this area into closer contact with the 
rest of the house, Mr. Colby has had installed an intercom- 
municating telephone system which goes from the deck to the 
front door and to several points within the house. 


In plan, the house has many unusual features. By design- 
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ing the entrance unit with its lavatory as a projection from 
the main body of the house, family and service entrances and 
approaches are effectively separated. The angle of the wall of 
the entrance-hall closet and bottom step of the stairs is a 
device for preparing a person visually for entering the very 
large living-dining area. A minimum of interior partitions 
permits the greatest informality of living. Upstairs, the series 
of bedrooms is a straightforward solution to site conditions. 

The house is built on a ledge, with stone foundations and a 
frame of wood. Exposed columns are of steel, and the ship- 
like railings are fashioned from 11-in. pipe and Anchor wire 
mesh. Exterior walls are of native stone and vertical board- 
ing—flush on the first floor, boards and battens on the second. 
The roof is built up of tar and gravel, and the white-painted 
sash are Hope steel casements. The wood exterior walls are 
painted gray. 

On the interior, the house is finished throughout with pine. 
Ceilings are covered with Johns-Manville insulating panels. 
For lighting fixtures, the owner had the architects use various 
types of ships’ lights. 
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Photos by Haskell 


HOUSE ON AN OCEAN BLUFF 
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Above: window beside living-room fireplace. 


At left, above: the cantilevered stair lead- 
ing from the bedroom up to the roof deck. 


Below: the flush-boarded entrance unit. 
Insulation: U. S. G. Red Top Wool. Plumb- 
ing fixtures, furnace, and oil burner: Amer- 
ican Radiator and Standard Sanitary Corp. 
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and Kraetsch, Architects 
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2. WEED and REEDER | 
Architects | 


DESIGNED to fit under a corner window, this : 
study unit consists of a desk, shelves, and a 
storage cabinet with adjustable shelf. Ma- 
terials necessary to study are easily ac- 





cessible; the desk top provides ample work , 
space; and the cabinet top allows for over- 
flow. Ail exposed woodwork is natural- ff 
color harewood; the cabinet top, knee-hole. 
and side of desk are lacquered in dull blue. i ' 
Dull-chrome tubing supports the cabinet | 
top. Walls of the room are gray-beige: . 
ceiling is yellow. The draperies are white P 
worsted with bands of dull blue edged with ‘ 
red cord. M 
W 
Materials and equipment Li 
Fabric: Stroheim and Romann. Desk: specially TI 
designed; executed by Zermann-Acme Woodwork- pila eee eel tre 
ing Corp. 0 | 2 39 4 5S ftet G] 
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3. PAUL THIRY and ALBAN A. SHAY 


Architects 


ALTHOUGH THIS STUDY unit is an integral 
part of the bedroom, its particular function 
is recognized and subtly differentiated from 
the rest of the room. The work space con- 
sists of a table with shelves of various 
heights and widths within easy reach; ad- 
jacent are cupboards and more shelves. 
The ceiling is of white plaster; walls are 
beige plaster except over shelves where 
natural-color wallboard is used. The trim 
boards are of vertical-grained fir, stained 
moss green and rubbed; the interiors are 
painted wine. Floors are of dark green 
with a deep-wine carpet. 


Materials and equipment 


Walls: plaster, U. S. Gypsum Co.; wall board, 


Litecol, Masonite Corp. Floors: Pabco Mastipave, 
The Paraffine Companies, Inc. Sash: steel, Fen- 
tron Steel Works. Glass brick: Owens-Illinois 
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4. J. R. DAVIDSON 


Designer 


DESIGNED FOR A PANTRY. this study unit uses a minimum 
of space. Its attached seat swings out for use, or fits 
under the desk when not required. Provision is made for 
storage of cookbooks, account books, writing materials, 
etc., on shelves and in cabinets. The desk is of wood, 
painted white. A concealed light over the shelf illuminates 
the work space. A special signal system connects the 
pantry with other parts of the house. 


Materials and equipment 
Lighting: Hollywood Lighting Fixture Co. Paint: Fuller and Co. 
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5. ERLE WEBSTER and ADRIAN WILSON 
Architects 





ParT OF A living room, this study unit is decorative as well 
as useful. At either side of the desk are large cabinets; 
above these and behind the open counter are display cases 
with sliding plate-glass doors. The entire unit is of Douglas 
fir, enameled parchment color above the desk, and terra cotta 
below; backs of book cases are light blue-green. 











Materials and equipment 








Walls and ceiling: plaster, La Habra Interior Stucco Co. Paint: 


Columbia Varnish Co. Chair: upholstery, tan Fabrikoid, Masland Detail of light over desk /}-+—-+——_+—_+—_+—_+— 
Corp. Lighting: desk, Lumiline, Luminaire Co. and display cases 0 | 2 $ 4 5 feet 
YRD IANUARY 1940 BUILDING NEWS 
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6. F. MARSTON JAMES 


Designer 


THIS STUDY UNIT is designed with two levels to 
provide proper height for writing and for typing. 
In addition to open work space, the unit has a 
central drawer and a cabinet for file storage: be- 
hind the cabinet door is a regulation-size file 
drawer. Desk top is of maple-veneer plywood, var- 
nished. Legs are of iron pipe. lacquered blue- 


green. 


Materials and equipment 
Desk: Weldbord, U. S. Plywood Corp. Paint: Pratt and 


Lambert, Inc. Chair: Alvar Aalto. Lamp: designed by 
Paul Henningsen, manufactured by Louis Poulsen. 
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New problems of sound control are raised by the increased precision 
demanded by broadcasting and sound recording. . . . See pp. 66-73. 
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RCA, by Chicago 





R.C.A. phonograph-recording studio: the reverberation period is controlled by operable louvers with sound-absorbent materials 
behind them; by opening or closing the louvers it becomes possible to vary reverberation to suit any type of recording. 


tand Ruilding News 


hites 


“The Ar 





Courtesy 





Directional control of sound reflection Control of absorptivity: scheme in which Control of spectrum: absorption varies 
by use of an acoustical hood composed wall cylinders are rotated to expose with frequency; researchers seek materials 
of inclined planes of different materials. parts that give a desired reverberation. of relatively uniform absorption curves. 
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ONTROL OF SOUND IN BUILDINGS 


increased precision of sound con- 
trol is characteristic of an ad- 
vanced technology: this is true of 
sounds which are an essential 
of productive activity 
(broadcasting, sound recording, 
teaching, etc.) and those which 
are a by-product of it (noise). 
In buildings this involves increas- 
ingly an integration of sound with 
other systems of control—light- 
ing, sanitation, structure, etc.; to 
achieve this integration is the 
function of the building designer. 
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12 on 15 YEARS AGO. “architectural 


was based largely on empirical 


Lp To 
acoustics 
data; stop watch and ear were the instru- 
ments of measurement. But the development 
of broadcasting and sound recording § in- 
volved a tremendous development of elec- 
amplifiers, loud- 


tro-acoustic equipment 


speakers, microphones. etc. instruments 
which made possible increased precision in 
sound measurement. (There are oscillators. 
for example. which run at frequencies that 
keep time to an accuracy of one part in ten 
billion. ) 

The use of a public address system makes 
it possible to reach much larger audiences 
and to adapt almost any type of auditorium 
to programs of sound; intensities may be 
increased hundreds of times: microphones 
and loudspeakers may be so located that lis- 
hear direct 
such 


teners cannot tell whether they 
or reproduced sound. The use of 
equipment permits an increase in the ratio 
for with the 


greater intensities made possible by elec- 


of direct to reflected sound: 
trical amplification, there is less need for the 
added acoustic power supplied by reflection. 

Broadcasting and sound-recording rooms 
are used for various types of programs, for 
each of which different reverberation values 
may be wanted: organ music. for example. 
will need a longer reverberation time than 
speech. Further, the frequency range of 
programs varies widely. Most sound-absorb- 
ent materials. which depend for effectiveness 
on their porosity, are relatively inefficient at 
the low frequencies: and to reduce the fre- 
quency discrimination which often results. 
absorption characteristics must be varied 
accordingly. 

This need for greater precision and flex- 
ibility in sound control has brought a reex- 
amination of reverberation theory and meth- 
ods of determining sound-absorption coef- 
ficients. The assumption now seems doubtful 
that measurements of “absorptivity” and 
“reflectivity.” made on samples of limited 
size, will, when multiplied by the area of 


Acknowledgment for assistance in the preparation of 
this study is made to Dr. Paul E. Sabine, Riverbank 
Laboratories; Dr. Keron C. Morrical, R.C.A. Manu- 
facturing Co., Inc.; Mr. O. B. Hanson, National Broad- 
casting Co.; Celotex Corporation; Johns-Manville Cor- 
poration; United States Gypsum Company; Armstrong 
Cork Company; Acoustical Materials Association; Amer- 
ican Standards Association. But none of these persons 
or sources are responsible for specific statements mad: 
in this study except where it is so indicated. Other 
useful references are listed. 


that material in a room. give the contri- 
bution of the material to the total equivalent 
absorption of the room. There have been 
relatively wide discrepancies among the meas- 
urements obtained on presumably identical 
materials by different observers in different 
laboratories. Considerable disagreement is 
also reported in experimental results by use 
of different methods of determining absorp- 
tion coefficients. It is not yet possible, by 
use of any existing reverberation theory. to 
ascertain precisely a unique absorption co- 
efficient of a material from measurements 
made in different 


under different experimental conditions. 


reverberation chambers 

These advances in the technic of sound 
control are not confined to specialized build- 
ing types like broadcasting and sound-re- 
cording studios. A consideration of the 
reverberation period of a room in which a 
listener's radio is located may have an effect 
of the 
studio in which a program originates. Micro- 
phones pick up sounds that are disregarded 


on the “design for reverberation” 


in direct listening; therefore. the sound level 
of broadcasting and sound-recording studios 
can be no more than a few decibels above 
the audible threshold. Problems of lowering 
noises of the air-conditioning system, noises 
transmitted by structure. by pipes. conduits 
and other equipment; problems of integrat- 
ing sound control with lighting, air distribu- 
tion, structure, etc.—these are critical in the 
design of such rooms. and solutions em- 
ployed in their design are increasingly ap- 
plicable to other building types. 


References 


Sabine. 


July, 


1. Architectural Acoustics. By Paul E. 
Journal of Acoustical Society of America. 
1939. 

2. Measurement of Sound Absorption Coefficients 
from the Viewpoint of the Testing Laboratory. 
By Paul E. Sabine. Journal of Acoustical Society 
of America. July, 1939. 

3. Tasulation Characteristics for Ideal Partitions. 
By Keron C. Morrical. Journal of Acoustical 
Society of America. October, 1939. 

4. Comparison of Sound Absorption Coefficients 
Obtained by Different Methods. By F. T. Willig. 
Journal of Acoustical Society of America. April, 
1939. 

5. A Fugue in Cycles and Bels. By John Mills. 
D. Van Nostrand Company, New York. 1935. 

6. Applied Acoustics. 2nd Edition. By Harry F. 
Olson and Frank Massa. P. Blakiston’s Son & 
Co., Inc., Philadelphia, Pa. 1939. 


DESIGN TRENDS 
67 


















mal Broadcasting Co. 


Courtesy Nati 





N.B.C. studio with sliding panels, rock wool with perforated metal over; 
V'd plaster between panels breaks up sound waves, preventing ‘'flutter.” 


Globe 


Giobe 


Theater in Sweden: curtains are extended for greater absorption near stage. 
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ACOUSTIC TREATMENT SLIDING ACOUSTICAL ELEMENT 
MOTOR OPERATED 7 





HARD PLASTER 
}-—_—__—___} 
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fre : Crm 
(eam z ferry) 
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SLIDING PANELS ACOUSTICALLY TREATED, 7 


MOTOR OPERATED 


Acoustical panels invented by O. B. 
Hanson of N.B.C. The change in rever- 
beration period in one studio equipped 
with sliding panels is from .65 sec- 
onds, with panels closed and hard plas- 
ter covered, to 1.15 seconds with 
panels open and hard plaster exposed. 


SLATE- 





Scheme for reverberation control by 
Harry F. Olson and Frank Massa of 
R.C.A. (Applied Acoustics, P. Blakis- 
ton's Son & Co., Inc., Philadelphia, Pa.) 


602 Absorbent 207Absorbent 
2°. Asbestos Spray) ( Plaster 
, 
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Scheme for reverberation control by 


G. S. Inglefield and S. Mohilever. 


In rooms or buildings used for various types of 
programs, each requiring different optimum 
values of reverberation, precision and flexibility 
of reverberation control is desirable. This may be 
obtained by varying the units of absorptive or re- 
flective material in a room—by use of sliding cur- 
tains, operable louvers, hinged or motor-operated 
sliding panels; the use of mobile cylindrica 
rollers and wall sections has also been proposed 
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The Sonic Environment* 


THE RANGE OF physical intensities to which the ear responds 
is enormous, even though the intensities of the loudest sounds 
are small when expressed in ordinary mechanical units of 
energy. A sound so intense as to be painful is of the order 
of ten trillion times the minimum audible intensity. The 
intensity of speech is of the order of one to ten million 
times the minimum audible intensity, so that, on a logarithmic 
scale of intensity, conversational speech level falls about the 
middle of the range which the human ear will accommodate. 
The loudness of sound depends both on the frequency and 
intensity. For a given pitch the loudness does not vary as 
the intensity, but more nearly as the logarithm of the in- 
tensity. if we measure loudness in units corresponding to the 
minimum perceptible difference of intensities. For this and 
other reasons, it has been found convenient to use a logarith- 
mic scale, on which sound-intensity levels are expressed in 
decibels above an arbitrarily defined zero, just as tempera- 
tures are measured above a fixed temperature. The range 
on such a scale from threshold of hearing to a painfully loud 
sound is about 130 decibels. : 
Quieting of noise originating within a room is effected by 
applying sound-absorbent material to the walls and (or) ceil- 
ings. Usually, because of the lack of wall surface. the major 
part of the absorbent material in offices has to be applied to 
ceilings. The absorbing efficiency of a material is given by 
its “coefficient of absorption”, which is that fraction of the 
sound energy which is not reflected after striking the material. 
The absorption coefhicient of a given material varies with 
frequency and will depend also upon the thickness, and to a 
lesser degree upon the method of mounting. The sound- 
absorptive properties of materials are due to their compressi- 
bility, flexibility, or porosity, or in some cases to a combina- 
tion of all three. Most absorbents of the porous type absorb 
more strongly at frequencies above 500 vibrations per second 
than at frequencies below this. In practice, the average of 
measured values of the absorption coefficients measured at 
octave intervals from 250 to 2000 cycles is taken as the “noise 
coeflicient” of the material. While it is true that under a fixed 
set of conditions, the degree of quieting that can be effected 
by absorbent treatment is greater, the greater the noise co- 
follow that the 


proportional to the coeflhcient. 


efficient of the material used, it does not 
quieting effect is directly 
Moreover, absorbent treatment on walls or ceiling does not 


What it does do 


is to diminish the enhancement of noise within a room that 


diminish the direct sound from the source. 


results from the repeated reflection of sound from the other- 
This 


reflected sound results in the prolongation of the successive 


wise highly reflective surfaces of walls and ceilings. 


‘lements of the noise and this cumulative action builds up a 
noise level many times greater than would result from the 
same source in unenclosed space. This prolongation is tech- 
nically known as reverberation, and it has been shown both 
‘xperimentally and on theoretical grounds that the contribu- 
tion of this reverberant portion of the acoustical energy to 
he total physical intensity of sound within a room is in- 
ersely proportional to the total absorption of the bounding 
surfaces. This total absorption is the sum of the products 


Dr. Paul E. Sabine, Riverbank Laboratories. 
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obtained by multiplying each area by its coefficient of ab- 
sorption. Increasing the absorption decreases the physical 


intensity of the reverberant sound in inverse ratio, thus 
lowering the noise level in decibels by an amount which is 
ten times the logarithm of the ratio of the total absorption 
after treatment to the total absorption of the untreated room. 
Thus, if treating an office ceiling increases the total absorption 
of the entire room by a factor of 4, the noise level will be 
reduced by ten times the logarithm of 4, which is 6.0 decibels. 
The effect of treatment must then be computed in any par- 
which the total 


Obviously this factor is not uniquely 


ticular case on the basis of the factor by 
absorption is increased. 
determined by the coefficient of absorption of the absorbent 
material used. 

The situation is further complicated by the fact that the 
ear does not judge relative loudness of sound in direct pro- 
portion either to the physical intensity or to the noise level 
in decibels. Data have been obtained. however. from which 
the relative loudness as quantitatively judged by a normal 
hearing person can be obtained from the difference in in- 
tensity level stated in decibels. The following figures, taken 
from the Bulletin of the Acoustical Materials Association. 
show the reduction in loudness of noise in an office 50 by 20 
by 10 ft.. brought about by treating the ceiling with absorbent 
materials having the absorption coefficients shown: 


Loudness Reduction 


Coef. of Decibel 60-db Original 70-db Original 
Vaterial Reduction Noise Level Voise Level 
AO 6.0 34% 30% 
60 7.9 41% 36% 
80 8.6 15% 10% 


It is important to note from the foregoing that the per- 
centage of loudness reduction does not increase directly as 
the absorption coefficient of the material. It follows, there- 
fore, that in the choice of materials used for quieting, con- 
sideration can and should be given to properties other than 
their absorptivities. Thus, for example, in the treatment of 
hospital corridors, kitchens, and service rooms, where quiet 
is of prime importance, advantages from the standpoint of 
well outweigh slight 


Where indirect lighting 


sanitation and surface renewal may 
differences in absorption coefficients. 
is used. high light reflection and ability to withstand repeated 
painting with small loss of absorbing efficiency are properties 
that should enter into the choice of acoustical materials. 

\t one time, hair felt or other felt-like blankets were the 
materials chiefly used for acoustical correction and quieting. 
\bsorbents of this character were either cemented or wired in 
place between furring strips, and surfaced with cloth fabrics 
stretched over the furring. The accumulation of dust and dirt 
on the fabric, with the necessity for frequent painting or 
renewal, was objectionable, and repeated painting materially 
lowered the acoustical efficiency. It was early discovered that 
an impervious membrane, such as oilcloth with artificial per- 
forations, could be used in place of the fabric covering, even 
though the perforated area was a small percentage of the total 
area of the absorbent surface. Shortly after, it was found that 
a perforated metal membrane could be used as a surfacing 
member, without loss of absorbing efficiency. The perforated 
metal has the added advantage of sufficient structural strength 
to allow its use as a supporting means for the absorbing pads, 
and at the same time will withstand repeated cleanings and 
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Universal Pi 


Fels Planetarium: the dome had to be spherical and highly light-reflec- 
tive, but should reflect sound scarcely at all because of ‘focusing’. 





Integration of sound control and air conditioning: space between structural 
and suspended ceilings is a plenum; air passes through perforated-metal pans. 


DESIGN TRENDS 
70 













+ | Se 
| ) Sat \ 

L | | \ NV 
ON 
Longitudinal section of Music Hall, Radio 


City, showing lines of sound reflection from 
ceiling arches and the spaces for spotlights. 


Solution: a perforated-metal screen with ab- 
sorbent material applied to the main walls 
back of and above the dome of planeterium. 


Integration of sound control with lighting 
and air conditioning: space between struc- 
tural and perforated-metal ceilings is a 
plenum chamber; heat generated by lighting 
is carried off in air-conditioning outflow. 
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redecorations. The light reflection for a white-painted surface 
of this character with 4608 holes per square foot. each hole 
being .068 in. in diameter, may show a light-reflection co- 
efficient as high as 73°. The noise-reduction coefficient. 
using a 1!4-in. pad of mineral wool, is 85%. 

One recent development has been the integration of acous- 
tical construction with both lighting and air conditioning. — In 
one system, the perforated metal is formed as shallow pans, 
12 by 24 in., which carry the absorbent pad and which are 
clipped into special T-runners. A clearance of © in. or 
more between the structural ceiling and the suspended 
acoustical ceiling may serve as a supply plenum from which 


the air is fed by means of air-flow channels formed in the 


metal pans through the perforated metal. Thus the entire 


acoustical ceiling acts as an inlet grille for the air-conditioning 
system. Return grilles are distributed about the room at base- 
board level. The air flow is usually low, only 2 or 3 ft. per 
minute, The passage of the air even at these low velocities 
may result in the accumulation of dust around the edges of 
the perforations. but if the pans are of enamelled metal. the 
removal of dust accumulation by washing is relatively simple. 

Coffer and trough lighting can also be readily worked into 
this type of acoustical installation. A combination of acous- 
tical treatment. air conditioning. and coffer lighting is illus- 
trated in a new office building in Des Moines. Here the ceil- 
ing is divided into bays by beams extending 18 in. below the 
ceiling slab. The absorbent pads are cemented directly to the 
sides of the beams and the undersurface of the slab. while the 
perforated metal is carried on the T-runners suspended at a 
lower level. but slightly above the level of the beam soflits. 
Carried on the same suspension are the lighting coffers, with 
concealed indirect lighting. The air distribution is effected 
by ducts that run in the space between the perforated metal 
and the flat arch construction of the ceiling proper. 

The perforated metal suspended at some distance from the 
main ceiling construction also lends itself readily to trough 
lighting with fluorescent tubes. Light coffers 12 in. wide 
and of any desired length may be carried on the T-runners. 
replacing a section of the perforated metal pans. This system 
has the advantage that the lighting trough can be removed 
if desired. and the old location filled with the perforated pans. 

It should be pointed out in this connection that the sus- 
pension of unbacked porous absorbents with any considerable 
air space back of them is apt to lead to the collection of 
dust on the surface due to “breathing”. This is apt to occur 
particularly where there is even a slight difference in pressure 
on the two sides of the porous material as a result of the 
operation of the air-conditioning system. 

The following approximate values of the light-reflection 
coeflicients of a few of the more common materials are com- 
piled from results published in Transactions of I.E.S.. April 
1938. Noise reduction coefficients are taken from Bulletin 
No. 6. March 1938, of the Acoustical Materials Association. 

Noise Light 
Coef. Reflection 
114-in. cane tile, 441 3/16-in. holes per sq. ft., smooth 
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1\4-in. compressed wood fiber, rough surface, white .75 
l-in. compressed mineral fiber, pitted surface, white... .75 
114-in. compressed cork particles, rough surface, white — .65 


\4-in. acoustical plaster, granular surface, unpainted = .50 





(Note: The apparent correlation between sound absorption and light re- 
flection is quite fortuitous. These values are illustrative only. The absorption 
coefficient of any given material depends upon its thickness.) 
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In addition to quieting, sound control has the further 
object of providing satisfactory hearing conditions in au- 
dience rooms. The acoustical properties of an auditorium 
are good if the sound is sufficiently loud in all parts of the 
room, if the components of complex sounds maintain their 
original intensities, and if the successive elements of speech 
and music are clear and distinct from each other and are 
free from extraneous disturbing noises. Good acoustic prop- 
erties result more from avoiding acoustical defects than 
from applying devices for improving hearing conditions. The 
chief sources of acoustical difficulties are: (a) excessive re- 
verberation. (b) focused reflections resulting either in strong 
discrete echoes. or in inequalities of intensity because of 
interference. and (c) quality distortion because of selective 
absorption of surface materials. A further defect is some- 
times encountered in rooms of recent design in which sound- 
absorptive treatment has been overdone. and the reverbera- 
tion has been reduced beyond a desirable lower limit. 

Reverberation can be controlled (a) by a proper adjust- 
ment of the total volume of the room to the seating capacity. 
and (b) by the use of absorbent treatment to bring the 
reverberation within the desired limits. As a general rule. 
the ceiling height of an auditorium should be such that the 
cubic footage is between 150 and 175 times the seating 
capacity. With this volume, the natural absorption of sound 
by the audience will be sufficient to bring the reverberation 
to a desired value. If probable conditions of use indicate 
that the room will frequently be used by audiences of con- 
siderably less than capacity, the deficiency of absorption can 
be taken care of either by specifying heavily upholstered 
seats. or by specifying the application of the necessary area 
of a suitable absorbent. If other design requirements call 
for a volume to seating-capacity ratio greater than the fore- 
going. additional absorption will be needed. In any situation. 
the requirement in units of additional absorption can be 
worked out in advance by well-established formulae. 

Extended spherical or cylindrical concave surfaces. with 
centers of curvature that fall within the seating space or in 
the stage area. are unfailing sources of focused echoes. or 
localized difficulties caused by interference. In theaters for 
the spoken drama. without electrical amplification, hearing 
at distances greater than 100 ft. is difficult. A lower stage. 
and a much sharper rise from front to rear in the main-floor 
seating than is ordinarily used would markedly improve hear- 
ing conditions in the highest-priced seats. 

The talking motion-picture theater offers a number of 
acoustical problems. Perhaps the most common is “slap- 
back”, a pronounced doubling of speech sounds caused by 
reflection from the rear wall; it is particularly noticeable in 
the front main-floor seats. This is due to reflection of sound 
from the rear wall and is accentuated by any curvature which 
the latter may have. It is most pronounced in theaters that 
are otherwise heavily damped with absorbents. In more 
reverberant rooms it is lost in the general reverberation. 
Application of absorbents to the rear wall may alleviate but 
frequently will not cure the trouble. Adjustment of the sound 
source, so that a minimum of directly radiated energy falls 
upon rear wall, may help. Such theaters will usually stand 
considerably more absorptive treatment than concert halls 
or auditoriums for general use, because of the greater range 
of intensities possible with electrical amplification. 


DESIGN TRENDS 
71 








Armstrong Cork 


Celotexr 


Celotex 
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Sound absorption depends on porosity, compressibility, or flexibility, 
or all three: cork (top, 250 x), cement-timber, perforated tile. Sound 
insulation depends on weight, stiffness, internal friction, solidity, etc. 
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Figure 3 


PERFORMANCE OF 
VARIOUS SOUND INSULATING MATERIALS 


PARTITION A MUSIC SPEECH 


4” hollow clay tile with 7 db at 350 c.p.s. | 50 db at 430 c.p.s 
1”’ plaster each side 


PARTITION B 


2” x 4” wood studs, |52 db at 350 c.p.s. | 38 db at 500 c.p.s 
wood lath, gypsum | 
scratch and _ brown | 
coats and smooth | 
white finish plaster 
each side 


PARTITION C 


8” brick plastered each |45 db at 450 c.p.s. | 29 db at 
side, scratch, brown, | 
and smooth finish 


PARTITION D 


special light face re-| db at 370 c.p.s.|27 db at 600 c.p.s. 


siliently mounted to | 


6” tile wall, each | 
outside face plastered 


| 


as above 
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Sound Insulation*® 

THE SPECIFICATION of sound insulation resolves itself, in its 
simplest form, to the determination of the loudness of the 
sound against which insulation is desired and the loudness of 
the noise level below which it must be reduced. For example, 
it is planned to erect a theater in a location where the noise 
level is 75 decibels. and the noise level in the theater due 
to ventilating and projection equipment, audience, etc., is 
35 db. The walls. roof. windows, ete.. must each furnish an 
insulation of 40 db. or that sufficient to reduce the outside 
noise to less than the 35 db noise level inside. 

Actually. it is not quite so simple as this, for consideration 
must be taken of the frequency distribution of the sounds 
and of the mechanism of hearing. Figure 1 shows the fre- 
quency distribution of representative symphony music and of 
average declamatory speech, and it will be noticed that both 
types of sounds have the greatest energy or power around 
350 to 400 cycles per second (F to G above middle C). 
Another region of relatively greater loudness occurs in the 
region 2000 to 3000 cycles per second (third C to G above 
middle C). 


distribution, having slightly more energy in the middle fre- 


In general, random noise has a fairly uniform 


quency than in the higher or lower frequencies; office noise 
tends to contain more high frequencies because of the pres- 
ence of typewriters, adding machines, etc. 

Figure 1 also shows a family of what are called “Equal 
Loudness Contours” for the human ear. They show the 
manner in which the sensation of hearing varies with the 
frequency of the sound and with the intensity of the sound. 
Among other things. they show that the ear is less sensitive 
at the lower frequencies. that it takes more sound power to 
produce the same loudness. They tell also that the ear is most 
sensitive at about 3500 cycles per second. As an example. 
a sound having an intensity level of 60 db will produce a 
sensation of loudness of 60 db at L000 cycles per second (this 
fact is not coincidence but definition), of only 37 db at 100 
cvcles per second. and of 48 db at 10,000 cycles per second, 
Suppose now that the sound energy were uniformly reduced 
20 db by a volume control. The resulting loudness at 100 
cycles per second would be about 3 db, a loudness reduction 
of 34 db. inaudible under most circumstances: the loud- 
ness at 1000 cycles per second would be 40 db, or a reduction 
of 20 db; and the loudness at 10,000 cycles per second about 
41 db. or a reduction of 19 db. 


portant bearing on the problem, for a partition or other build- 


Now this has a very im- 


ing unit is going to give a similar reduction in sound, except 
that the reduction will not be uniform as in the example of 
the volume control; it is going to attenuate sound whose 
energy is not uniformly distributed throughout the audible 
range but distributed in a manner exemplified by the two 
curves in Figure 1; and, lastly, the resulting sound will be 
judged in terms of the loudness received by the ear. 

On the basis of these considerations, two sets of curves. 
Figure 2 and Figure 3, have been prepared, one for the 
music and one for the speech distribution of energy as shown 
in Figure 1, showing the attenuation that a particular build- 
ing unit must have in each case to reduce that type of sound 


to the equal loudness level indicated. Examination of Figure 


*Dr. K. C. Morrical, R. C. A. Manufacturing Co., Inc. 
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2 shows that for music an “ideal” partition, or one which 
has just sufficient insulation at each frequency and no “un- 
used” insulation anywhere, must provide a maximum of 
attenuation at about 2500 cycles per second. On each family 
of curves have been drawn the attenuation characteristics of 
four types of partitions commonly used in the building in- 
(A) 4-in. hollow clay tile with l-in. plaster each side: 
(B) 2 by 4-in. wood studs, wood lath, gypsum scratch and 


dustry: 


brown coats, and smooth white-finish plaster each side; (C) 
3-in. brick plastered each side, scratch, brown, and smooth 
finish; and (D) special light-face resiliently mounted to 6-in. 
tile wall. each outside face plastered as above. As an example 
of the use of these curves, take partition A, a 4-in. hollow 
clay tile commonly used in the construction of apartment 
houses. It will reduce symphony music played on one side 
to a loudness level of 43 db at 125 cycles per second, to 67 
db at 350 cycles per second, to 47 db at 1LOO0 cycles per 
second, and to 48 db at 2000 cycles per second. Obviously. 
the point of failure is at 350 c.p.s. where the received sound 
rises to a loudness of 67 db. This condition can be used as 
a statement of merit of the partition, a statement of the 
minimum performance to be expected of it. If the noise 
level on the receiving side is 67 db or higher, the partition 
gives satisfactory performance, but if the noise level is belou 
67 db, sound in the region of 350 c.p.s. will be heard coming 
through the partition. 

The use of a single number instead of a table of figures, 
or a graph, to describe the effectiveness of a structure is a 
very desirable feature. In the past. an average value has 
been taken, but in light of what has been said above. it can 
he seen that use of an average figure is likely to be misleading 
and productive of wrong results. For instance, a partition 
may have a satisfactory average value of attenuation, but 
have it by virtue of possessing too much attenuation for some 
frequencies and insufficient for others, and the result is that 
it fails to deliver the job expected of it. This condition is 
often noticeable in apartment houses and office buildings 
when a few particular notes of a neighbor's music or con- 
versation are transmitted by the partition. Use of a minimum 
performance figure rather than an average figure will prevent 
such occurrences as this. 

The results of observing the performance of the four repre- 
sentative partitions in the light of the characteristics of the 
incident sound and the characteristics of the ear are given in 
the table. The attenuation curve of any other partition can 
be sketched on these same backgrounds and the performance 
figure correspondingly determined. 

In locations in which sounds of unusual character are en- 
countered, and if the importance of the building justifies the 
expense, a noise survey and analysis should be made to deter- 
mine the sound level existing there and its distribution 
throughout the frequency spectrum. From these data. a 
family of curves can be made up similar to those shown for 
speech and music and the performance of the sound insulating 
structure judged in the same manner. 

The property of sound insulation is obtained by a combin- 
ation of the weight. stiffness, internal friction, solidity, ete.. 
which factors are internal to the structure and do not in 
general appear in the finished surfaces. 
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NOTES ON NEW BOOKS 


INFECTION OF AIR. By W. F. We 
M. W. Wells, and Stuart Mudd. Ameri 
can Journal of Public Health, 29, (8 
863, 1939. Published by the American 
Public Health Association, 50 W. 50th 
St., New York City. 

BUILDING DESIGNERS are interested in the 
effect of ventilation design and air con- 
ditioning on the spread of infection. 
During the past few years a considerable 
body of data has been accumulated 
which shows that the air within rooms 
of public assemblage may be infectious. 
and recent studies have shown that 
something can be done about it. 

There are certain important factors 
which should be kept in mind when con- 
sidering the problem of air-borne infec- 
tion. The length of exposure to the 
infected atmosphere. and the amount of 
infection present are two factors which 
are of prime importance in determining 
the hazard of a given air. The rate of 
addition of disease germs to the atmo- 
sphere is another factor which should be 
taken into account. 

Very little can be done by designers 
to alter lengths of exposure. However. 
the relative periods of time spent in 
hospitals, assembly halls. churches. and 
railways cars are obvious. and they 
should be considered in weighing the 
various factors 
sidered before spending money on air- 


which must be con- 
sterilizing equipment. 

Wells has developed a simple direct 
technic for measuring sanitary ventila- 
tion. and application of this technic to 
the air of typical public places has re- 
sulted in the assembly of much pertinent 
information. “For instance. the effect of 
dilution on the 
organisms in the atmosphere has been 


numbers of micro- 
studied, and it is possible to demonstrate 
the chances of survival of germs under 
varying conditions of air change. The 
fact that air changes within buildings 
are often 10 times as rapid in the 
summer as in the winter may explain in 
part the lower rate of spread of upper 
respiratory infections during the sum- 
mer. The much larger dilution of in- 
fected atmosphere by pure air during 
the open-window months probably re- 
duces the chance of spread by droplet 
nuclei. 

Wells and his associates point out the 
danger of adding contaminants to the 
atmosphere of confined spaces. Evi- 
dence gathered in two or three instances 
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shows the need for providing safe air 


supplies when mechanical ventilating 


systems are used. Recirculated air 
should be treated so as to be made safe. 

Of the many devices for controlling 
air-borne infections that have been sug- 
gested. only two practical procedures 
have so far been developed: (1) me- 
chanically induced high rates of air 
change: and (2) sterilization of atmo- 
spheres with ultraviolet light. 

Sanitary ventilation tests in experi- 
mental cubicles at the Henry Phipps 
Institute in Philadelphia indicate that 
ultraviolet light 


upwards of 98.0% 


curtains of remove 
of test organisms 
passing between cubicles. Trial in- 
stallations of light barriers at several 
hospitals are demonstrating the effec- 
tiveness of this method of controlling 
air-borne infections. 

In summary, the building designer 
should realize that epidemic character- 
istics vary considerably, that the pos- 
sibility of spreading infection by air no 
longer can be ignored, and that equip- 
ment is being developed for use in 
preventing the spread of disease by in- 
fected air. 
fections was 


The control of enteric in- 
accomplished when it 
became generally recognized that cer- 
tain sanitary precautions could be taken 
to prevent or allay the contamination of 
water or food. Recognition of a vehicle 
of contagion (infected air) may like- 
wise suggest the means of preventing 
epidemic respiratory infection. 


GOTHIC CATHEDRALS: Paris, Chartres, 
Amiens, Reims. Photographs by Martin 
Hirlimann, text by Paul Clemen. B. H. 
Blackwell, Ltd., Oxford, England. 1|64 
plates, 220 pages. 9 by 12 in. 
$7.00. 

IN THIS photographic survey of the 
rrench Cathedrals. Mr. Hiirli- 
mann points out that his pictures are 


Price: 


great 


intended to record “above all. the visi- 
tor’s spontaneous impression (of the 
cathedrals) : 
their origin not to the analysis of a 
scholar but to the overwhelming im- 
pression these sculptures made on a 
This attitude 
is perhaps responsible for the book’s 


for the photographs owe 


man of our generation. 


chief merit: for the camera is concen- 
trated not only on detailed aspects of 
these much-photographed and much- 


visited monuments. but also on details 
rarely seen either by tourist or camera. 

Mr. Hiirlimann’s 
uniformly good; most of his details are 
excellent. Mr. 
“atmospheric.” 


photographs are 
Clemen’s text. while 
constitutes a compact 
history of the four famous structures. 


WROUGHT IRON: I/s Manufacture, 
Characteristics, and Applications, by 
James Aston and Edward B. Story. Sec 
»nd Edition. Published by A. M. Byers 
Co., Pittsburgh. 97 pp. 6 by 9 in. 
Price: $1.00.* 

This second edition. revised on the 
basis of suggestions and criticisms 
offered to the first and amplified to 
latest 
wrought-iron production and applica- 
tion, is offered as a 


embrace the developments — in 
“source of up-to- 
date information on wrought iron for all 
who are interested in problems of 
material selection, as well as for those 
students in colleges and universities 
who may some day become responsible 


Valu- 


able chapters are included on quality 


for engineering specifications.” 


standards. specifications and durability 
testing. characteristics, and the vigor- 
ously multiplying list of applications of 
wrought-iron in industry and construc- 
tion. Numerous photographs have been 
employed to illustrate the text. 


*pDp 


Publishers inform us book will be supplied free 
to Record readers sending requests on their own 
business stationery 


Architect Will Share 
Profits 


A NEW YORK architect with 
many years successful practice 
seeks an arrangement with an- 
other New York (Manhattan) 
architect or firm with sufficient 
organization to handle addi- 
tional work. He writes: 

“I propose to share the profits 
of my work (with a moderate 
minimum guarantee) in ex- 
change for office, drafting space, 
and clerical service, and will not 
expect to share profits of the 
other party’s work. If desirable, 
my present well-located quar- 
ters, adequate for the proposed 
arrangement, are available at 
low rental. I am a Columbia 
graduate; a member of A.I.A. 
and other leading architectural 
societies.” 

Inquiries welcome. Address 
Box A-1, ARCHITECTURAL 
RECORD. 
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Photo by Mott Studios, Burton 


PRECEDING ISSUES: 1939— December, Hospitals; November, Houses; 
October, Theaters; September, Apartment Houses; August, High Schools; 
July, Houses; June, Factories; May, Houses. FORTHCOMING ISSUES, 1940— 
February, Factories; March, Houses; April, Vocational Schools; May, Houses. 





Air-conditioned dining booths, Los Angeles Union Passenger Terminal Restaurant. Donald Parkinson, consulting architect. 
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Scott's Restaurant 
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This study is in a sense complementary to a previous one devoted to res- 
taurant design which appeared in the January 1939 issue. At that time, 
space requirements for various types of seating and service areas were 
tabulated. In the present study, emphasis is placed upon the mechanical 
services—heating, ventilating, air conditioning, lighting. 

In addition, there are included analyses of space allowances in actual 
practice; and seven case studies, whose range covers most of the design 


problems likely to be encountered. 


Technical and planning data have been contributed by the staff of 
‘Restaurant Management,” by the office of Scott and Teegen, architects, 
and by A. N. Brent and T. Elliott Tolson, Jr., engineers of the Penn-Harris 
Hotel, Harrisburg, Pa., and the Hotel Bristol, New York City, respectively. 


THE success of a restaurant's or bar's 
design may in some sense be measured 
by the financial success of the establish- 
ment. This. in turn, is dependent upon 
customer — satisfaction—-upon — develop- 
ment of a congenial environment, upon 
adequate provision for the customers’ 
comfort. and, of course. upon quality of 
food and food service. 

All of these ideals can be attained to 
a degree commensurate with the type of 
establishment under consideration. Not 
all of them are the designer's concern. 
except as he provides facilities. And 
because local conditions vary widely, 
and because most restaurants or bars 
are peculiarly susceptible to local. per- 
sonal influences. standard data is difh- 
cult to obtain and develop. Even the 
broad pattern of general performance 
standards is often seemingly violated 
and successfully. 

In certain fields, manufacturers or 
suppliers of equipment maintain consult- 
ing staffs which can apply to specific 
situations knowledge gained from many 
similar experiences. Kitchen equipment, 
dining equipment, heating and air-con- 
ditioning plants, acoustic treatment, 
lighting provisions, are among those 
fields in which technical assistance is 
readily accessible. 

In view of the lack of standardized 
solutions, it is most interesting to note 
the almost universal demand for air- 
conditioning systems in restaurants and 
bars, as reported by surveys made in- 
dependently by the editors of “Restau- 
rant Management” and by air-condition- 


ing manufacturers. Surveys were made 
of restaurant owners and employees. 
(Juestions asked were intensely practical: 
“Do you find patronage increased as a 
result of air conditioning?” “Do in- 
dividual checks amount to more in air- 
conditioned establishments?” “Do your 
customers like air conditioning?” “Do 
you work more efficiently in air-condi- 
The answers were al- 
“Yes” 


being the answer in from 75 to 100% 


tioned rooms?” 
most universally affirmative 
of the cases. 

While similar practical data on the 
value of acoustic control is not avail- 
able. the practice of acoustically sur- 
facing the ceilings. at least of dining 
rooms and cocktail lounges. has been 
rapidly gaining favor. The degree to 
which other sound-control methods are 
practiced varies. In almost all restau- 
rant types, some acoustic treatment in 
kitchens is highly desirable for comfort. 
Not in every case. however. can the 
necessary expense be borne. In more 
luxurious establishments. where patrons’ 
checks are larger. carpet on floors 
deadens much noise; but carpet main- 
tenance is expensive. Partitions be- 
tween kitchens or pantries and dining 
areas should preferably have a sound 
reduction factor of 40 to 60 decibels. 

The desirable noise level in dining 
areas ranges from 60 to 75 decibels, 
depending on such factors as location, 
type of service, etc. In bars and cock- 
tail lounges, where the surroundings are 
intended to be more intimate in char- 
acter, lower levels are desirable. 
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ANALYSES OF RESTAURANT PLAN TYPES 


On these pages are presented plans of four different types of restaurants, and 
analyses of their seating capacities in terms of floor space. Plans have been 
selected from the work of Scott and Teegen, Architects; all examples are in 
New York City. The fact that they have a common origin and iocale eliminates 
two variables which might affect a comparison. The remaining factors include 
purpose, or type of establishment, and those local conditions—such as shapes 
and sizes of areas available—which affect any design problem. 
These analyses do not represent conscious standards evolved in the office of 
Scott and Teegen, but they illustrate a method by which standards are formulated, 
i a Bs a: and, modified to suit local practice, may serve as guides for similar projects. 
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AREAS AND CAPACITY Capacity 
1. PARADISE RESTAURANT: Built Space Sq.ft. Normal seats ... 700 
in the heyday of Broadway night clubs, Dining tables 5,357 Extras on dance floor 
with the purpose of providing a max- es a Sq. ft. per sunt (dining sae iat 
imum number of patrons with spec- eee si dcaauiedn Secineie” satin ane 
tacular, yet moderately priced enter- Total dining room 6624 6 4 , 
‘ : . em i we . ft. per seat (incl. supplementary spaces)— 
tainment, the Paradise has minimum Supplementary spaces — oe aa seating = 21.6 
space allowances per seat. Grand total IS.115 Maximum seating = 19.6 
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2: THE HOUSE OF MORGAN: Thi; 


night club, completed a few years ago, 
is more intimate and luxurious than the 
Paradise. However, a prime considera- 
tion in planning was to provide for a 
maximum number of paying customers, 
including bar standees. Kitchen is on 
floor below. 


AREAS AND CAPACITY 


Space Sq. ft. 
Dining floor 626 
vance 259 
Orchestra 36 
Total dining 02 

Ba 974 
Total puk 3 19 

Capacity Seats 
Dintac aor 9 

Bar seats* 48 
Tota 240 
Sa. ft. per dining r a eat 10.5 
Sa. ft. per bar seat* 20.3 


*Not including standees; bar also provides circula- 
tion. 


3: RESTAURANT LA RUE: One of 


the more luxurious and expensive of 
New York's restaurants provides a 
greater area per seat. 


AREAS AND CAPACITY 


Space Sq. ft. 
Dining floor | 83 
Dance f¢ 27\ 
Irchestra 98 
Total dining roor 2,200 
Bar 810 
Total public areas 3,010 
Capacity Seats 
Dining room 176 
Bar 84 
T tal 260 
>q. tt. per dining room seat 12.5 
Sq. tt. per bar seat 9.6 


4: PROPOSED RESTAURANT & LUNCH ROOM: AREAS AND CAPACITY 







and with the kitchen below stairs. 


Ewe 
SANDWICH 


SODA FOUNTAIN 


COUNTER 
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This is a moderately-priced establishment, without a bar, 








Space Sq. ft. 
Table service* 1.314 
Counter stools* 28 | 
Total dining room 1,595 


First-floor work areas 465 


Total first floor 2,060 
Capacity Seats 
Tables 114 
Sandwich and soda 

bars 30 
Total 144 


Sq. ft. per table seat* 11.5 
Sq. ft. per counter 
stool* 9.4 


*Not incl. work space. 
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MECHANICAL SYSTEMS FOR COMFORT 


1: AIR CONDITIONING, HEATING, VENTILATING 


HEATING, ventilating, and air-condition- 
ing systems for restaurants and bars are 
subject to certain conditions peculiar to 
this type of installation. 

Restaurant occupancy may vary from 
zero to maximum one or more times 
daily, depending on the number of meals 
served, the number of times entertain- 
ment is offered. etc. Each person who 
enters changes the load imposed on the 
heating system by the amount of his 
bodily heat logs. 
may account for a considerable fluctua- 


In the aggregate, this 


tion in heating demands. Some form of 
modulating control is therefore desir- 
able. 

Also, there should exist within dining 
no concentra- 
Any one 


areas no “cold pockets”. 
tions of heat, and no drafts. 
of these might make some seating loca- 
tions undesirable and cause loss of rev- 
enue. Heating and air-conditioning sys- 
tems are preferably designed so that all 
areas, including semiprivate accommo- 
dations such as booths or alcoves. table 
locations along windows, air pockets be- 
hind interior columns, etc., as well as 
general open areas, are equally comfort- 
able. - 

A common source of drafts due to air 
infiltration is the street entrance. Vesti- 
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bules provide a measure ol protection; 
but in practice both vestibule doors are 
often open simultaneously. To offset 
this disadvantage. revolving doors may 
be used; or local means may be pro- 
vided for heating or cooling the inflow- 
ing air. 

Heat and odors generated within the 
kitchen are customarily dissipated by 
means of ventilation. natural or mechan- 
ical. 

Employee comfort is difficult to main- 
tain at a uniform maximum, partly be- 
cause of the difference in temperature 
between kitchen and dining room, partly 
because employees are constantly in mo- 
tion while patrons are not. And since 
customer satisfaction is essential to a 
restaurants or bar's success. customer 
comfort is the prime consideration. How- 
ever, maintenance of satisfactory tem- 
perature and atmospheric conditions for 
customers goes far toward alleviating 
employee discomfort. 

Another condition is the periodic re- 
modeling which many restaurants under- 
go. While it is obviously impossible to 
anticipate all changes, it is desirable to 
select, design, and install heating. condi- 
tioning. or ventilating systems to permit 
a reasonable degree of flexibility. 


AND ECONOMY 


HEATING METHODS 
On the basis of survevys* of both man- 
agement and employees, and expressions 
of engineering opinion, air condition- 
ing appears generally desirable as the 
basic means for heating restaurants and 
bars. There are, of course, conditions 
under which air conditioning may be 
inadvisable, or which require supple- 
mentary heating by other means. 
Air-conditioning systems should prefer- 
ably provide control of temperature, of 
humidity, of air distribution and ve- 
locity, and cleaning. Several types of 
systems are available, most of them 
equally satisfactory. Selection depends 
on local factors. such as: comparison of 
installation and operating costs; size 
and disposition of spaces to be condi- 
tioned; space available for such portions 
of the system as cooling towers, ducts, 
etc. Most desirable is a system whose 
operating costs vary as the load on the 
system varies. If small “portable” units 
are used, these may be manually or 
automatically turned on or off as need- 
ed. Of the numerous central-plant sys- 
tems, many have automatic controls 
which adjust themselves to the load im- 


*York Ice Machinery Corp.: ‘Atmosphere and 
Efficiency.” 
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posed instead of running at LOO% ca- 
pacity to accommodate minute demands. 

In general, for establishments whose 
size warrants, and particularly when a 
competent engineer can supervise oper- 
ation (as in the case of a restaurant in 
a hotel or apartment building), a central 
air-conditioning plant is preferred. 

Cooling: A system which provides 
for re-using the refrigerant, such as one 
equipped with a water-cooling tower, is 
desirable. Ice cooling may prove desir- 
able, particularly in certain types of 
jobs, such as remodeling. 

It is possible to connect air-condition- 
ing compressors “in series” with kitchen 
refrigeration compressors; so that on 
extremely hot and humid days, when an 
overload might otherwise be thrown on 
the air-cooling apparatus, one or more 
kitchen compressors may be temporarily 
diverted for air conditioning. Engineers. 
however, state that the air-conditioning 


kitchen 


torily handled as a combined single load 


and loads cannot be. satisfac- 


on the compressor system. Such equip- 
ment as steam decalorators may be ad- 
visable when conditions permit. 
Temperature and humidity control are 
in practice inseparable, but are here dis- 
independently. 
differential 
dry-bulb 


temperatures has been found healthful 


cussed. to an extent. 


Maintenance of a varying 


between indoor and outdoor 
and comfortable for patrons, although 
to employees working temperatures may 


The Hotel 


New York City, for example, maintains 


seem too high. Bristol in 


in dining rooms a base temperature of 
a 2 
‘ . 


rise in 


which is raised 1° for every 3 


outdoor temperature. Indoor 


temperature may be held as high as 


81° F when the outdoor temperature is 
LOL? F, 


matic modulating controls may be used. 


etc.* For these purposes, auto- 


In addition, some type of manual con- 
trol 
Relative humidity 


is commonly included. 


control influences 
appreciably the temperature to be main- 
tained. Two general operating tech- 
niques are based on contrasting ap- 
proaches to the problem: to reduce re- 
frigeration requirements, comparatively 
low temperatures may be maintained in 
conjunction with high humidities; or to 
reduce temperature contrasts upon enter- 
ing and leaving cooled spaces, higher 
dry-bulb temperatures may be main- 


A.S.H.V.E. *‘Guide’’, 1939, states: ‘Effective tem- 
eratures as high as 75°F at times have been 
yund satisfactory in very warm weather.” 
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tained in conjunction with humidities 
50%. This latter scheme 
requires more refrigeration, with present 


well below 


conventional apparatus, but results in 
Different 


methods of operation thus cause the re- 


greater customer comfort. 
quired refrigeration capacity to vary. 

Air composition and cleaning stand- 
ards have been published in the Amer- 
ican Society of Heating and Ventilating 
Engineers’ Handbook (1939). and are 
in most cases prescribed by Boards of 
Health or other local governing bodies. 

A certain proportion of fresh air is 
always required. Location of fresh-air 
intakes requires study to insure against 
drawing odoriferous or polluted air into 
The 


be advisable. 


the system. use of ionizers or 
ozonators may 

Ductwork and outlets: Large ducts, 
without abrupt bends. reducers. or other 
fittings which may cause whistling or 
roaring. are desirable. In some cases. 
for instance in remodeling jobs. these 
conditions are unavoidable and sound- 
The 


materials are best applied after the svs- 


deadening is required. necessary 
tem is installed. when noise effects can 
he studied with apparatus running. 
Supply outlets are almost always best 
located high on walls or columns. or on 
Outlet 
even, 


ceilings. with return inlets low. 


locations need study to insure 
draftless distribution. 
and vertical directional controls are de- 
Both adjustable 


vanes and outlets with fixed baffles are 


Both horizontal 


sirable at all outlets. 


in common use. 

Desirable air velocities are subject to 
great variation, and depend upon such 
factors as: size of ducts and outlets: 
length of throw: dimensions and shapes 
of spaces conditioned: desired noise 
level: and others. 

Special considerations: Local heating 
at entrances consist of an inde- 
pendent hot-blast heater with its air flow 


directed across the opening vertically or 


may 


horizontally; or may be supplied from 
a special outlet in the air-conditioning 
system, perhaps with an individual addi- 
tional heat source in the air stream. 
(See also “Steam or Water Systems.” ) 

Incandescent electric lighting adds to 
the air-conditioning load approximately 
3.4 Btu of sensible heat per watt hour. 
Depending on local conditions, —in- 
creased demands due to lighting may 
thus become an important factor. The 
use of types of lighting which produce 


relatively little heat. such as fluorescent 


Vestibule 


TIME-SAVER STANDARDS 


helps 


reduce 


infiltration. 





Kitchens, the greatest heat source, 


need 


special 


ventilation 


facilities. 
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Directional supply grilles, restaurant 
in Ottumwa Hotel, Ottumwa, 
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Air-conditioned grillroom, West Hotel, 
Sioux City, la.; Finke Display, designers. 





Combined *air and lighting sources, 
Union Station, Kansas City; R. J. 
Raney-Holabird & Root, architects. 





Exhaust over coffee 
Viewpark Restaurant, Los 
W. L. Schmolle, architect. 
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1: AIR CONDITIONING, HEATING, VENTILATING (continued) 


lamps. may be advantageous. 


Cooking heat may also add to the 
cooling load, particularly when cooking 
equipment. rotisseries, etc.. are in din- 
ing spaces. A_ l-gal. coffee urn adds 
approximately 3400 Btu per hour; a 
heavy-duty electric range (usually lo- 
kitchen ) 


cated in the approach 


10.000 Btu. 


may 


Steam or water systems may some- 
times be required to furnish supplemen- 
tary heating when an air-conditioning 
system's distribution cannot be designed 
fully to cover the space. or for such 
special purposes as elimination of con- 
densation on windows, or beating en- 
trances. When a restaurant is not open 
in summer and consequently cooling is 
not needed, or when an air-conditioning 
system is otherwise rendered undesir- 
able. a steam or water system may prove 


most economical. 


The 
maintain an indoor winter temperature 


thermostatic controls aid in accomplish- 


system should be designed to 


Modulating valves and 
If the restaurant has con- 


ing this end. 


siderable exposed wall and window 


area. it may be advisable to size the 
boiler and system to provide 25-50% 
more radiation for emergencies than the 
average methods of computing radiation 
indicate to be the normal design load. 
Otherwise. on the few days each season 
which are colder than the average mini- 
mum outdoor temperatures used for cal- 
suffer 


loss of patronage which may continue 


culations. an establishment may 


into warmer periods. 


Radiators or convectors are preferably 
located so no seated patron is over- 
heated by them. i 
which such a layout is impossible to 


There arise cases in 


achieve: movable chairs and tables com- 
plicate the problem. 
For these reasons. it is desirable to 
enclose all dining room and bar radia- 
tors in insulated cabinets with top outlet 


With rad- 


iators located under windows, this prac- 


grilles and baseboard inlets. 


tice has the added advantage of so 
directing the heat stream that it most 
effectively combats both condensation 
on window glazing and air infiltration. 


Since use of enclosures may lower the 
radiator’s efficiency, and since heat from 
top outlets is diverted away from direct 
contact with its ultimate objective the 
the patron’s body—oversizing of indi- 
vidual radiators is considered preferable 
Radiators 
used at entrances are often not enclosed; 


to exact design for each unit. 


ample capacity is most important here. 


New heating methods, such as radiant 
panel heating, are ordinarily too ex- 
pensive, at least in their present stages 
of development, for installation in the 
average restaurant or bar. However. 
engineers see no drawbacks to their use 
when first costs are reduced, provided 
operating costs and appearance value 


prove satisfactory. 


VENTILATING SYSTEMS 


Ventilation is relied upon as the chief 
means of removing kitchen heat, odors. 
and smoke. Preventing these objection- 
able elements from entering the dining 
area may become a serious problem. 
Probably the 


considering the great number of small. 


most common method. 
inexpensive restaurants, is the ordinary 
exhaust fan. Another method, applic- 
able to 


employs a simple kitchen vent, and re- 


air-conditioned establishments. 
quires the building up of a slight posi- 
tive air pressure within dining areas. 
Under these conditions air flow is al- 


wavs from the dining room to the 
kitchen in a practically continuous cur- 
rent which carries smoke and odors 


along with it. In designing a system 
of this kind it is necessary to prov ide 
slightly less exhaust capacity than sup- 


ply of recirculated and fresh air. 


In special cases, as in isolated areas 
within large restaurants, or when cook- 


. 


ing odors accompany “sizzling platters” 
into the dining area, etc., it may be 
necessary to install special vents in din- 
Usually, however, odors are 
rendered unobjectionable by the ordi- 


nary processes of air conditioning. 


ing rooms. 


It is of course imperative that no air 
exhausted from kitchens, locker rooms. 
toilets. etc.. be recirculated. 


ARCHITECTURAL 


z 
m 
O 
% 
7 











TIME-SAVER STANDARDS 


2: LIGHTING 





' 
Luckhaus Studios 
’ 
' 
Combined direct and indirect lighting Diffused direct ceiling-panel lighting, Decorative and work light from panels in 
milk bar, Chapin's Open Kitchen, Cleve- Gotham Cafe, Hollywood, used as de- back-bar top; bar in Merchandise Mart, Chi- 
land; Wilbur Henry Adams, designer. sign motif; Richard Neutra, architect. cago. Shaw, Naess, and Murphy, architects. 


me eR 


ALL OF THE numerous types of lighting 
are used for various purposes in restau- 
rants and bars. In general, neon and 
similar gaseous tubular lighting are con- 
sidered desirable for “flashy” outside 
lighting; incandescent. fluorescent, and 
similar types for interior use. Beyond 
these generalities, local conditions. such 
as the character of the establishment. 
govern selection of ty pe. Fluorescent 
lamps require more installation expense 
than incandescent lamps, but are re- 
portedly less expensive to operate and 


generate less heat—-an important factor 


direct downlighting. In newer restau- 
rants. fixtures with exposed lamps. or 
highly concentrated displays in the din- 
ing area proper, are not common. Pri- 
vate dining rooms which may be used 
for meetings, at which motion pictures. 
etc., may be shown. may require a means 
of dimming light. 

The night club’s dining-dancing space 
different 
Here the orchestra and entertainers may 


needs somewhat treatment. 
need special lighting facilities of a the- 
atrical nature. Spotlights. preferably 


inconspicuously housed in ceilings or 


work counter needs the highest intensity 
of light, sometimes supplied by direc- 
tional downlighting, sometimes by light 
sources beneath the bar top. 

Color of light is extremely important 
where women are expected to patronize 
the establishment. It has been observed 
that women prefer lighting whose color 
range contains predominantly — pink 
tones, and that restaurants and cocktail 
lounges so lighted have increased femi- 
nine patronage. 





RECOMMENDED AVERAGE LIGHTING 





: in regard to air conditioning. column caps. are required; they may be INTENSITIES 
! Intensities given in the accompanying operated from a concealed control eee 
e table can be used as general guides in booth. General lighting for the eniire oat Pi ge “c-10 
? design, but are not intended to be exact room is often dimmer-equipped. Dis- at-check 5 
recommendations. Special considera- plays centering around the orchestra or Public dining see ree 3 a 
tions govern practice. stage may become comparatively bril- Private dining are we ory “5 
s There is ordinarily a great discrep- liant and colorful. meetings 0 
incy between natural daytime lighting In cocktail lounges, an even, subdued Bars atte a 
in the street and artificial illumination lighting level seems to be desirable. Santee eneniein pA i : " 
” in a vestibule or foyer, particularly if with displays concentrated at the bar. Kitchens yenera 5-20 
a street walls are opaque. Any hazards to Diffused general lighting, with low- inion ie a 30 ' 
assage, such as steps, require intensi- intensity, intimate local lighting, is dead” 2 
. ied lighting. common practice. For special effects. Rest rooms yenera 10 
In dining areas, lighting is recognized many modern translucent materials *Ranges of intensities shown indicate di- 
; o be important to attractive food serv- plastics, special glass, marble, etc.—are eS oe Se 
- e. Indirect lighting methods, such as available. Sparkle and brilliance are en Sa Se Cs semen 
ua n the field. The footcandle values represent 


ove lighting, have been widely used, 
ften in conjunction with some form of 
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often obtained at bars with various types 


of mirrors and metals. The bartender’s 


order of magnitude rather than exact levels 
of illumination. See text also. 
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CASE STUDIES ....RESTAURANT IS BREWER’'S DISPLAY AT FAIR, 
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SCHAEFER CENTER, NEW YORK WORLD'S FAIR 1939 


EGGERS and HIGGINS, Architects 


[HE DESIGN OF this restaurant presented by the waiters. and free circulation. 


BUILDING 


some unusual and interesting problems 
in planning. Being on a plaza, with im- 
portant avenues converging from all 
corners, it was important to have the 
restaurant accessible from all sides. This 
necessitated placing the kitchen and 
service portions in the central part of 
the plan, surrounded by a circular res- 
taurant space, an arrangement which 
permitted easy access to and from the 
kitchen at every part of the restaurant, 
with a minimum distance to be travelled 


Large areas of glass in the main din- 
ing room gave an unusual open air ap- 
pearance which was enhanced when the 
windows were raised. For additional 
dining space outdoors there was pro- 
vided a terrace surrounding the build- 
ing. The terrace was partially covered 
by an overhanging marquise. 

The dining room accommodated ap 
proximately 1100 persons without 
crowding; there was space for about 


570 on the dining terraces. 
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‘ 
One of the restaurant entrances. 
/ 
) 2 
/ STORAGE STORAGE 
/ 
| cH 
PLANTIN ‘ oe | 
C 
n. 
l- 
. C\ 
1e \ 
ie \ 
al \ % 
oO \ Ne ‘ 
d 7 ed At left, first floor and plot plan, 
~~ aad O >) showing the plaza which* de- 
i hes termined the restaurant's circular 


shape. On the peak day, 33,400 
glasses of beer were served at the 
main bar. Above, plan of mez- 
zanine shows all rooms facing in- 


ip- Ng, 
ut ; ae 


pul 





= ~ oe _ Ue US ward toward light court. 
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SCHAEFER CENTER (continued) 


Left, a 120-ft. outdoor bar faces the main 
avenue of approach. Back of the bar, at 
eye level, a long plate-glass window pro- 
vides a view of the interior of the beer 
refrigerator. Note Venetian blinds between 
columns. Below, part of the continuous 
dining space which encircles the kitchen. 
Murals on wall depict countries histori- 
cally associated with beer brewing. 
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From the skylighted central kitchen, 


12,665 meals were served on October 14, 


Most OF THE structural problems en- 
countered in the Schaefer Center are 
similar to those previously reported in 
ARCHITECTURAL RECORD.* Public 
areas were made as accessible as pos- 
sible; the bar was entirely open, with 
Venetian blinds between exterior col- 
umns for protection from sun. 

In practice, the building was con- 
sidered to have worked out well. The 
central kitchen, skylighted and venti- 
lated. proved satisfactory in reducing 
travel to the various dining spaces: 
and the location of offices, employee 
facilities. and storage areas in the 
mezzanine provided the building with 
enough height to cause it to dominate 
its surroundings. Mezzanine spaces 
originally left unfinished were re- 
quired for additional storage space; 
their conversion was easily done. 


*AR 11/38 and 8/39. 
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1939, the day of maximum attendance. 


MATERIALS AND EQUIPMENT 


Structure: Stee! skeleton on w 3 piling; w 4 
snd studding. Exterior: Gypsum board 


3; wood de a uUmMNS mposition 
#: st trar tower heathed woo 
ry pr 7" American Nickeloid 
~Ort 3 n a ron pin and asnin 
c \ = = 
2 nu Venetian bDiinds De 
ween port nns, J. ©, Wilson Corp 
a ss 
31 Vorp.; mura 


bar by Arthur Cr p; wood sasn frames 


3nd doors; rock-wool insulation. Interior: Gyr 
7 3 ails and iling 4 

dE rative umns: wood oaoors: 

Taurant —aspna T tile bar—Armstrona C rK 

pave, kitchen—magnesite, mezzanine—wood 


rals by Andre Duranceau—depicting stor 


f ''Beer through the Ages’. Heating: Ga 
ed unit heaters in restaurant. Ventilating: 
Mechanical exhaust in restaurant kitchen. 
Plumbing: Bryant water heater; fixtures, 
Crane Co.; kitchen equipment, Nathan Strauss- 


Duparquet. Electric: Flush reflectors and spot 
yhts for murals, in bar and restaurant: tower 
uminated by built-in trough receptacles: ani 


nated fountain ettect produced by flasher. 
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REMODELED STORES HOUSE U-SHAPED RESTAURANT 
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CHAPIN’S OPEN KITCHEN, CLEVELAND, OHIO 
WILBUR HENRY ADAMS, Designer 


First floor 
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CuHapin’s ResTaAvuRANT replaces two 
stores on the first floor of a large brick 
apartment and commercial building. The 
U-shaped plan results from retaining 
the apartment vestibule and stairs in 
their original location, between the 
stores. Kitchen and bakeshop in the 
rear of the restaurant are separated from 
dining areas by counters and furred 
ceilings. 

Restaurant ceilings are acoustically 
treated. The establishment is heated by 
surplus heat from the kitchen, plus a 
single radiator which is part of the 
building's heating system. An air- 
exhaust system is provided. A unique 
feature is the Newspaper Bar for the 


convenience of eat-and-read patrons. 


MATERIALS AND EQUIPMENT 


Exterior 
Walls: 
Sash: Wood. Signs: Red 
Interior 
Floors: f 
Base: Brow bt Walls: | 
t Ceilings: 
Ma i Trac +, with Hind, 2 Da he 
t Counter and table tops: 
T A nit eun 
Equipment 
Lounges: DuPont ‘Fat Air Se 
Company. Lighting: Rest kitcher 
U ent lame seneral £ C Plumb- 
ing: rot-water ne pper, Chase Brass & 
® ptr ” “ 
J ; J JUIDTT Ww 
3 wn T IT St ar ar } Sar T ry R Mt } E 
Ventilating: Fan and duct system, ILG Electr 
Ventilating C Hardware: Chromium. Kitchen 
and serving equipment: ‘Endur stainles 
ici Penulbli Sekt Camn> sabriaasios 
United CS le me anies: mpressors 3 Ge 
eral Electr 2 Frigidaire sted in basement: 
French fryer, Edison Electric: one ariddle 
Ed son Ele Tric: sven char a DOurner heavy 
JuTy range sn order an Ame an S 
Flac+ anae HH E n+ 
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Top, table-service portion of restaurant, at right of which is now installed 
the Newspaper Bar shown in the lower photograph. 
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PRIVATE BAR IN DISTILLER’S OFFICE SUITE 
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EXECUTIVES’ BAR, SEACRAM DISTILLERS CORPORATION, CHRYSLER BUILDING, NEW YORK, N. Y. 


MORRIS LAPIDUS, Architect 


Assoc. of Ross-Frankel, Inc. 





Key plan of Seagram offices, 
showing relation of bar to board 
room and executives’ offices. 
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LseD BY OFFICERS for entertaining buy- 
ers and for their own refreshment, this 
bar is an integral part of the company s 
offices. Murals are by Stuyvesant Van 
Veen. 

All lighting, even of the striking bottle 
display rack which faces the entrance, is 
fluorescent. Especially noteworthy are 
the indirect ceiling troughs. Fluorescent 
lamps are ordinarily exposed; their low 
surface brightness usually reduces glare 
to an unobjectionable minimum. Here, 
however. the lamps are concealed. 


MATERIALS AND EQUIPMENT 


Walls: Paneled in bleached rift 

Fast ndian R ew J S Plyw 

Floor: Dark brown rubber tile. Armstrona Cork 
Co. Ceiling: Plastered Back-bar: 

an. ucah Plate Gio Rene Sta 

ess stee manufactured t y & * learnt ; 

Bar top: Formica, Formica Insulatior Ceil- 

ing lighting: Fluorescent lam Panera! Bi 

tric; special fix Lighting Distribut 


Display lighting: General Electric fluoresce 

Refrigerator: Ke 
vinator. Settees: Upholstered with foam sponges 
rubber, by U. S. Rubber Co.; covered witt 


amps. Hardware: Rixor 





CASE STUDIES 





The simple mirror behind the bar effectively increases the small room's spaciousness. 
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Plan of bar: |. Refrigerator. 2. Sink 


3. Drainboards. 4. Cocktail rack 


Totally indirect fluorescent lighting supplies all illumination. 
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CLUB RESTAURANT IN SOUTH 


NIGHT 





rottscho Photos 


THE BROOK CLUB, MIAMI BEACH, FLA. 


ROBERT LAW WEED and 
EDWIN T. REEDER, Architects 





PRIVATE 
ROOM 





Turovucuout the Brook Club, the ostrich 
plume is used as a decorative motif. The 
color scheme includes powder-blue walls, 
pale pink ceilings, purple carpets, and pur- 
ple. gray, or pink furnishings. In the main 


dining room, indirect lighting is rose- 


First floor colored. 
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Main dining room has dimmer-operated indirect lighting and recesses for ceiling spotlights used for entertainments. Air is 
exhausted through grille in ceiling by an attic fan. No heating system is needed. 





MATERIALS AND EQUIPMENT 


Structure: 


Interior finish: | 


KA 


Equipment: Elect 





Gottscho photos 


Oval lounge permits free circulation. 
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BROOK CLUB (continued) 





Back-bar mural is also by Christopher 
Clark. Face of the mahogany-topped bar 
is lacquered and has a carpet-covered 
step instead of a rail. The same color 
scheme is carried out here as in other 
rooms: gray, powder-blue, and pink, with 
purple carpet and blue Formica tabletops. 


Check room and telephone booths are 
on opposite sides of the passage between 
lounge and bar. 
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FAMILY RESTAURANT NEAR RESIDENTIAL SUBURBS 


CANDLELIGHT HOUSE, ST. LOUIS, MO. 
MARITZ, YOUNG, and DUSARD, Architects 


House is unre- 


adjacent to 


CANDLELIGHT built on an 
stricted plot Lake Forest, a 
wooded residential suburb of St. Louis. Its 
atmosphere is consciously domestic; it is the 
kind of place to which families repair for 
Although the building is up- 
not over-large, 


Sunday dinner. 
pretentious and apparently 
places for 422 patrons can be provided, in- 


ECORD 





cluding stools at the Tap Room bar and seats 
for 200 in the basement meeting room. Ample 
parking space is provided on the property. 
and there is a large dining terrace fronting on 
one of the neighborhood’s main boulevards. 
\ combination of radiation and air condition- 
ing is used for heating and cooling. Lighting 
is from incandescent fixtures. 
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CANDLELIGHT HOUSE (continued) 


Piaget photos 
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STORAGE 


At left, first-floor plan; above, basement. 
Dining terrace is much used in summer. 
Main dining room accommodates 158; 
basement dining room, for meetings, can 
seat up to 200. 
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CASE STUDIES 





Entrance foyer, showing special heating pro- 
visions, also treatment of check room. 
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DINNER-DANCE ROOM IN METROPOLITAN HOTEL 
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BLUE FOUNTAIN ROOM 
LA SALLE HOTEL 
CHICAGO, ILL. 


HOLABIRD and ROOT, Architects 


Tuts restaurant's ceiling is of precast 
sections of plaster suspended by metal 
hangers. Joints are covered with white 
cords. At intersections are white sus- 
pended downlighting fixtures which 
simulate tassels. To supplement this 
lighting there is illumination from 
coves and niches along the walls. 





EE 
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CASE STUDIES 


MATERIALS AND EQUIPMENT 


Floor: ed with burgundy arpet 
Bigelow-Sanford. Walls: Painted blue and 
hit ead and maint. Fraures in nich 
white plaster, modeled by Edgar Miller. 

Ceiling: 


3 


Pre ast spena 


Columns: Sheathed with pink mir 
ror Lighting: Special wall brackets. metal 


Furniture: Existing 





Special grilles exhaust tobacco and liquor odors; murals by Edgar Miller. 


ARCHITECTURAL RECORD BUILDING TYPES 
99 








REMODELED RESTAURANT 
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Hedrich-Blessi 


SCOTT'S RESTAURANT, CHICAGO, ILL.; J. F. EPPENSTEIN, Architect 
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AND BAR IN CHICAGO 





Photograph below, exterior before remodeling. 


THOUGH small, this restaurant contains 
three separate public rooms—restaurant. 
bar, and “Hunt Room” or cocktail 
lounge—plus rest rooms and vestibules. 
These spaces and the facade were re- 
modeled; the kitchen remained as it was. 
The restaurant seats 62 persons: lounge. 
15: and bar. 35 plus standees. Parking 
space for patrons’ cars is provided be- 
side the building. 

The bar is designed to resemble a 
midway. with games for the amusement 


of patrons. Restaurant is on two levels. 


‘svcccndldweuatinn’ 3% ewseuae® - 
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MATERIALS AND EQUIPMENT 


Exterior: Existing 


Display windows: Ff 
F Interior walls: 


Floors: kta 
{ ; Bar and 
bar equipment: Albert Pick nt and 
Ford. Special lighting: 
Loud speakers: Rad 
Ame 3. Hardware: Midwest Hardware 

Millwork, paneling: Nollan and Wolf. 

AR T TURAL RECORD 














Above, mahogany-veneered restaurant walls have applied 
carved-wood bas-reliefs by Bernard Rosenthal; note semi- 
enclosed service table in foreground. At right, dining booth 
at window between vestibules. 
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SCOTT'S RESTAURANT (continued) CASE STUDIES 
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The gayly striped awning over the Midway Bar is of metal, and serves to mask the high-key lighting required 
both for display and for illuminating the bartender's work space. 





Flutex glass encloses the booth in which is 
played one of the many popular games. 
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E, all new installations specify Sloan Quiet-Flush, 
the world’s most universally used flush vale es which 
now afford the added advantage of utter quiet. 


For all modernizing or repl acement work—remem- 
oo that any installation of Sloan Royal, Star, Crown 

- Naval Flush Valves, regardless of w hen installed, 
may now be made completely quiet by installing two 
silencing elements. Merely replace the present stop 
valve; then insert a new guide and seat in the flush 
valve itself. This easily accomplished change not 
only reduces flush valve noises to a whisper, but 
gives the user practically a new installation. Sloan 
Quzet-Flush is of particular interest to hotels, hospitals, 
apartments, offices—every place where noise elimina- 
tion is desired. 

Sloan Quiet-Flush is unlike any other silencing 
device. It combines the best features of generally 
known methods with important contributions from 
Sloan research. Write today for descriptive folder. 


See our comprehensive Catalog in Sweets 


SLOAN VALVE COMPANY 
4300 WEST LAKE STREET * CHICAGO 
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Dining Comfort Csured by 
JOHNSON CONTROL 


LS ee el eee awe) 


Stouffer's Restaurent, East 42nd Street, New York City. Dwight 
James Baum, architect. Jaros, Baum & Bolles, consulting 
engineers. Frigidaire, Inc., air conditioning contractors 


Year-‘round dining comfort in Stouffer's new restaurant in 
New York's 42nd Street is provided by four air conditioning 
systems. Johnson automatic temperature control supplies the 
operating brainwork. Important in this control system are 
Johnson's modulating attachments for thermostatic expansion 
valves. This exclusive Johnson feature assures uniform tempera- 
tures of the air delivered by the cooling coils . . . Stouffer's on 
| Fifth Avenue also has ‘“‘control by Johnson.” 


How often have restaurant patrons been heard to say: “It's 
too cold and clammy in here’’? That can’t happen when air 


conditioning, designed by competent engineers and installed by 
| experienced contractors, is controlled automatically by a Johnson 
System, adapted by Johnson’s trained staff of technical experts. 


Ask for Bulletins describing Johnson Modulating Attachments for Cooling Coils 


TEMPERATURE AND 
AIR CONDITIONING 















JOHNSON SERVICE COMPANY: MILWAUKEE, WIS. AND DIRECT BRANCHES IN PRINCIPAL CITIES 








WITH RECORD READERS 


(Continued from page 10) 


architect in the United States or Canada 

| may propose any other architect or any 
| architectural draftsman as a candidate; 
‘for Group II the faculty or head of any 
|qualified architectural school in the 
United States or Canada may propose 
candidates. Further information and 
forms for proposal may be obtained 
from the American Institute of Archi- 
tects. 1741 New York Avenue. Wash- 
ington, D.C. 


New Addresses 


b+ + * 


Sweet's Catalog Service 


L. Phillips Clark, Architect. and C. A. 
Smith, 11, Architect. are 
practicing under that firm name with 
offices in the Harvey Building. West 
Palm Beach. Fla... . Leslie A. Libby, 


Chief Engineering Draftsman (archi- 


Associate 


tectural) at the | 
New London. may be addressed at 126 
Mohegan Ave.. New London. Conn. 
... The new address of D. H. McCain 
is co the Rev. E. F. Church. 345 West 
12th Ave.. Vancouver, B.C... . 
Edward R. McMahon, \ndustrial De- 
signer. has changed his address to 
26 Washington Place. New York, 
N. Y.... Antonin Raymond announces 
the removal of his offices to 132 E. 


58th es New York. N. t Mr. Ray- 


mond also writes that he is “contem- 


© , 
.S. Submarine Base, 


plating the acceptance of a small num- 
ber of apprentices to his architectural 
studio—at his New Hope, Pa.. farm.” 
Further information may be obtained 
directly from Mr. Raymond. . . . The 
office of Milton Sherman, Architect. is 


now at 277 Broadway. New York. N. Y. 


Manufacturers’ 
Publications 
Carrier Architectural Catalog. In- 


formation on Carrier Equipment for 
Air Conditioning, Commercial Refrig- 
eration, and Space Heating. Carrier 
Corp., Syracuse, N. Y. 


The Phantom Doorman Catalog and 
Data Sheets. Information on the auto- 
|matic electric-eye door opener and 
‘closer for entrance, lounge, and service 
'doors. Yale and Towne Mfg. Co., 
| Stamford, Conn. 








